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Election Commission of India-State Elections, 1961 to the Legislative Assembly of Orrisa 
LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 
1 CPI COMMUNIST PARTY OF INDIA 
2 INC INDIAN NATIONAL CONGRESS 
) PSP PRAJA SOCIALIST PARTY 
STATE PARTIES 
4. GP GANATANTRA PARISHAD 


REGISTERED(Unrecognised ) PARTIES 
JAHRKHAND PARTY 


5. JP 
INDEPENDENTS 
6. IND INDEPENDENT 
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Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION 


FD 
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DESCRIPTION 


Forfeited Deposits 

General Constituency 

Reserved for Scheduled Castes 
Reserved for Scheduled Tribes 
Men 

Women 

Total 

National Party 

State Party 

Registered (Unrecognised) Party 


Independent 


Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


1. NO.OF CONSTITUENCIES 


NO. OF CONTESTANTS 11-15 |Above15 
IN A CONSTITUENCY 


TOTAL CONTESTANTS IN FRAY : 0 


AVERAGE CONTESTANTS PER CONSTITUENCY : 0 

MINIMUM CONTESTANTS IN A CONSTITUENCY : 2 

MAXIMUM CONTESTANTS IN A CONSTITUENCY - : 8 IN 84-NAYAGARH And 110 - RAJNAGAR 
3. ELECTORS 


NO. OF ELECTORS 8551743 le cal 8551743 


| ii, NO. OF ELECTORS WHO VOTED | OF ELECTORS WHO VOTED 3127245 | | aa2as | } 3127245 
iii. al PERCENTAGE 36.57% h 36.57% 


4. NO.OF VALID VOTES i 2932279 
5. NO.OF VOTES REJECTED : 194966 (6.23% of Total Votes Polled) 
6. NO.OF POLLING STATIONS ; 8648 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION : 989 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 


ones OF CONTESTANTS 


| i mecrmD sd 
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Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 


. OMERKOTE 
. DABUGAM 


NOWRANGPUR (SC) 


. JEYPORE 
. KOTPAD (SC) 
. MALKANGIRI (ST) 


PADWA 
KORAPUT (ST) 
POTTANGI (ST) 
RAYAGADA (ST) 
GUNUPUR 
BISSAMCUTTACK (ST) 


. PARLAKIMEDI 


R. UDAIGIRI (ST) 


. DIGAPAHANDI 


MOHANA (SC) 


. BERHAMPUR 
. PATRAPUR (SC) 
. DURA 


CHATRAPUR 


. KHALLIKOTE 
. HINJILI 
. KODALA WEST 


KODALA EAST 


. BHANJANAGAR 


JAGANNATH PRASAD (SC) 


. ASKA 
. SURUDA 
. BALLIGUDA (ST) 


G UDAYAGIRI (ST) 


. PHULBANI 
. BOUDH (SC) 
. MADANPUR RAMPUR 


BHAWANIPATNA (ST) 


. KASHIPUR 


KOKSARA (SC) 


. JUNAGARH 
. DHARAMGARH (ST) 
. KHARIAR 


NAWAPARA (ST) 


WINNER 

TRIPATHY SADASIVA 
TRIPATHY JAGANNATH 
HARIJAN MIRU 

PATNAIK RAGHUNATH 
BAKRIA MAHADEBO 
NAYAK GURU 

MAHAPATRA GANESWAR 
TOYAKA SANGANNA 
PANGI MUSURI SANTA 
MANDANGI KAMAYYA 
PATRO NARASINGO 
CHOWDHARY BISWANATH 
NALLA KURMANAIKULU 
BHOYA RAMO 
MAHAPATRA RAGHUNATH 
NAIK BISWNATH 
NARENDRA DEO SISIRKUMAR 
JANI TRILOCHANA 

P. VENKATA JAGANATHA RAO 
MAHAPATRA LAKSHMAN 
MARDARAJ DEO RAMCHANDRA 
NAYAK BRUNDABAN 

DAS BISWANATH 
PANIGARHI LINGARAJ 
PRADHAN MAGUNICHARAN 
NAIK UDIA 

MISHRA LOKANATH 

NAIK ARJUNA 

PODRA DUBARA 

PADHI SARANGADHAR 
PADHI HIMANUSEKHARA 
DIPA ANIRUDHA 

DEO BIRAKESHARI 

MAJHI ANCHAL 

DEBI NABAKUMARI 

NAIK DAYANIDHI 

NAIK MAHESWAR 

NAIK MUKUND 

DEO ANUPSINGH 


MAJHI GAHSHIRAM 


FEE E5 E56 7 EEE SBEBE EEK EERE RB EEE EE EER EK EE ET EEE EES 


INC 
IND 


CONSTITUENCY 
41. KANTABANII 


42. TITILAGARH (SC) 
43. SAINTALA 

44. PATNAGARH (ST) 
45. LOISINGHA 

46. BOLANGIR (ST) 
47. TUSRA 

48. BINKA 

49. SONEPUR (SC) 

50. MELCHHAMUNDA 
51. PADAMPUR (ST) 
52. BARGARH 

53. BIJEPUR (SC) 

54. BHATLI 

55. SAMBALPUR 

56. ATTABIRA (SC) 
57. KATARBAGA 

58. DEOGARH (ST) 
59. RAIRAKHOL 

60. BRAJRAJNAGAR 
61. JHARSUGUDA (ST) 
62. SUNDERGARH 
63. TALSARA (ST) 
64. RAJGANGPUR (ST) 
65. BISRA (ST) 

66. BONAI (ST) 

67. CHAMPUA (ST) 
68. PATNA 

69. KEONJHAR 

70. TELKOI (ST) 

71. RAMACHANDRAPUR 
72. ANANDPUR (SC) 
73. PAL LAHORA 

74. TALCHER 

75. K.NAGAR 

76. DHENKANAL 

77. GONDIA (ST) 

78. CHENDIPADA (SC) 
79. ANGUL 

80. ATHMALLIK 

81. BANPUR 

82. DASPALLA (SC) 
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WINNER 


DEO MAHARAJA SHRI RAJENDRA NARAYAN 


SINGH 
MAHANANDA ACHYUTANAND 


SAHOO AINTHU 

BHOI RAMESH CHANDRA 
MISRA RAM PRASAD 

SINGH CHANDRA SEKHAR 
MISRA NANDA KISHORE 
NANDA ANTARAMA 

GANDA DAULATA 

PADHEE SACHIDANAND 
SINGH BARIHA BIR BIKRAMADITYA 
PADHAN GANANATH 

NAG MOHAN 

PADHAN SARASWATI 

BABU BANAMALI 

CHHURIA DALGANJAN 
MISRA BISHNU PRASAD 
THAKUR JAYADEB 

DEB BHANUGANG TRIBHUBAN RAJA 
PANDA PRASANNA KUMAR 
BARIHA BINOD BIHARI 
PATEL HARIHAR 

PRADHAN GANGADHAR 
AMAT RANGABALABH 
BHAGAT PREMCHAND 
MOHAPATRA HEMENDRA PRASAD 
NAIK GURU CHARAN 

MISHRA RAJBALABH 

BHANI DEO JANARDAN 
MUNDA GOVINDA 

KUANR MURALIDHAR 

SETHI MAKAR 

PRADHAN PABITRA MOHAN 
PRADHAN PABITRA MOHAN 
TRIPATHY BRUNDABAN 
DEVI RATNAPROVA 

DEHURI KALIA 

NAYAK PADA 

SINGH KUMUDA CHANDRA 
PANIGRAHY KHETRAMOHAN 
MISHRA RAGHUNATH 
NAYAK SAHEB 


FES E5 E556 EB TEE EFS EEE KE EE ERE KEE EE ERB EK AIEEE ERB EK EK E EE 


CPI 
INC 
GP 
GP 
INC 
GP 
GP 
GP 
GP 
GP 
GP 
INC 
INC 
INC 
INC 
GP 
GP 
GP 
INC 
INC 
GP 
GP 
INC 


125. 
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CONSTITUENCY 


. KHANDPARA 


NAYAGARH 


. RANPUR 
. BEGUNIA 

. KHURDA 

. BHUBANESWAR 
. BALIPATNA (SC) 


BRAHMAGIRI 


. PURI 
. SATYABADI 
. PIPILI 


KAKATPUR 


. NIMAPARA (SC) 
. BANKI 

. BARAMBA 

. ATHGARH 

. CUTTACK CITY 
. CHOUDWAR 

. CUTTACK SADAR (SC) 
. JAGATSINGHPUR 
. GOVINDPUR (SC) 
. MAHANGA 

. SALEPUR (SC) 

. BALIKUDA 

. ERSAMA 

. TIRTOL 

. PATKURA 

. RAJNAGAR 

. AUL 

. KENDRAPARA 

. PATTAMUNDEI (SC) 
. BINJHARPUR 

. BERCHANA 

. DHARMASALA 

. SUKINDA (SC) 

. JAIPUR WEST 

. JAJPUR EAST (SC) 
. DHAMNAGAR 

. BASUDEBPUR 

. CHANDBALI (SC) 
. BHADRAK 

. SORO 


SIMULIA (SC) 


WINNER 


SINGH MARDARAJ BHARAMARBAR RAY 
HARIHAR 


SINGH BRUNDABAN CHANDRA 
RAM RAMACHANDRA 
PAIKRAY GONGADHAR 
PATNAIK BANAMALI 
MAHANTY SATYAPRIYA 
BHOI GOPINATH 

PATRA GOPABADHU 
PRATHIHARI BHAGWAN 
DEB RAJ RAJ 

PATNAIK RAMACHANDRA 
MOHANTY UPENDRA 
SETHI GOBINDA 

PRAHARAJ GOKULANANDA 
NAYAK BIDYADHAR 

DASH ACHUTANANDA 
MITRA BIREN 

PATTANIK BISJOYANANDA 
MALLICK LAXMAN 

DEY PRIYANATH 


MALLIK KANDURI CHARAN 
PATNAIK SURENDRANATH 
BEHERA BAIDHAR 

DAS BIPIN BIHARI 
RATNAMALI JEMA 
MOHANTY PRATAP CHANDR 
MISHRA LOKANATH 

NAYAK PADMA CHARAN 
BHANJA DEO RAJA SAILENDRA NARAYAN 
SAHU DHRUBA CHARAN 
MALIK PRAHALLAD 

NAYAK CHITTARANJAN 
LENKA DHANANJAYA 
DUTTA GADADHEP 

SINGH BAIDHAR 
PATTANAYAK MADAN MOHAN 
DAS SANTANU KUMAR 

JENA MURALIDHAR 
ROUTROY NILAMANI 

JENA BAIRAGI 

MOHAPATRA NITYANANDA 
PANIGRAHI KARUNAKAR 
DAS BHAGIRATHA 


ZS 5 FEE EEE EEE EKEE EE EEE E EERE EE BEEK E EEE BEEZ EEE 
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127. 
128. 
129. 
130. 
131. 
132. 
133. 
134. 
135. 
136. 
137. 
138. 
139. 
140. 
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CONSTITUENCY 
NILGIRI 


BALASORE 
BASTA 

BHOGRAI 
JALESWAR 
KUNTA 
BAISINGA (SC) 
UDALA (ST) 
KARANIIA 
JASHIPUR (ST) 
RAIRANGPUR (ST) 
BAHALDA (ST) 
BANGIRIPOSI (ST) 
BARIPADA 
MURUDA (ST) 


WINNER 


MARDARAJ HARICHANDAN RAJA 
RAJENDRACHANDRA 


DE BIJOY KRISHNA 

BAUG MAHESWAR 

DAS PYARI MOHAN 
PAUL PRASANNA KUMAR 
DASH PRASANNA KUMAR 
PATRA ARJUN 

TUDU MAN MOHAN 
BEHERA PRAVAKAR 
TRIYA MOCHIRAM 
SINGH CHANDRA MOHAN 
SOREN SUNARAM 

NAYAK ISWAR CHANDRA 
SAHU SANTOSH KUMAR 
SOREN SAKILA 
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Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


PERFORMANCE OF POLITICAL PARTIES 


PARTY VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. CPI 35 4 9 233971 7.98% 27.32% 
2. INC 140 82 3 126900€ 43.28% 43.28% 
3. PSP 43 10 13 322305 10.99% 30.43% 
218 96 25 1825276 62.25% 
STATE PARTIES 
4. GP 121 37 39 655099 22.34% 27.23% 
121 37 39 655099 22.34% 
REGISTERED (Unrecognised) PARTIES 
5. JP 9 0 6 25602 0.87% 13.57% 
9 0 6 25602 0.87% 
INDEPENDENTS 
6. IND 187 7 157 426302 14.54% 20.89% 
187 7 157 426302 14.54% 
Grand Total : 535 140 227 2932279 
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Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


CANDIDATES DATA SUMMARY 


GEN 

1. NO.OF CONSTITUENCIES 86 
2. NOMINATIONS FILED 

a. Men 468 

b. Women 0 

c. Total 468 
3. NOMINATIONS REJECTED 

a. Men 5 

b. Women 0 

c. Total 5 
4. NOMINATIONS WITHDRAWN 

a. Men 107 

b. Women (0) 

c. Total 107 
5. CONTESTING CANDIDATES 

a. Men 356 

b. Women 0 

c. Total 356 


6. FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 
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TYPE OF CONSTITUENCY 


SC 


25 


93 


93 


81 


81 


ST 


29 


28 


96 


TOTAL 


140 


Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


ELECTORS DATA SUMMARY 


1. NO. OF CONSTITUENCIES 


2. ELECTORS 


a. Men 
b. Women 


c. Total 


3. ELECTORS WHO VOTED 


a. Men 
b. Women 


c. Total 


4. POLL PERCENTAGE 


5. VALID VOTES 


6. REJECTED VOTES 


a. Votes 


b. Percentage 


7. MISSING VOTES 


8. NO. OF POLLING STATIONS 


9. AVERAGE NO. OF 
ELECTORS PER POLLING 
STATION 
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GEN 


86 


5292146 
0 
5292146 


2194146 
0 
2194146 


41.46 


2065907 


TYPE OF CONSTITUENCY 


SC 


25 


1560173 
0 
1560173 


471931 
0 
471931 


30.25 


445303 


26628 


ST 


29 


1699424 
0 
1699424 


461168 
0 
461168 


27.14 


421069 


40099 
0.00 


TOTAL 


140 


8551743 
0 
8551743 


3127245 
0 
3127245 


36.57 


2932279 


Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


WOMEN CANDIDATES 


PARTY 


CONSTITUENCY 
Rank CANDIDATE 

35- KASHIPUR 

1 DEBI NABAKUMARI GP 

2. DEBI BINAPANI INC 
41- KANTABANJI 

2. DEBI CHANDRA KUMARI INC 
54- BHATLI 

1 PADHAN SARASWATI INC 
76 - DHENKANAL 

1 DEVI RATNAPROVA GP 
97- BARAMBA 

3 DEVI KANAKLATA GP 

4 RANISAHIBA IND 
110- RAJNAGAR 

6  DEISARASWATI IND 
131- KUNTA 

3 DEBI HEMALATA IND 
133- UDALA (ST) 

2. MAJHI DEBI PSP 


Votes Polled 
Votes % 
6309 60.32 
4151 39.68 
2911 20.61 
10900 51.22 
16583 59.69 
5641 13.87 
0 0.00 
1021 3.10 
2107 ‘11.78 
3501 26.60 


Statu Winner's Margin 


N 


Votes 


6309 


6309 


10266 


10900 


16583 


18660 


18660 


14223 


7298 


6173 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 


10 


Total Elected Women : 3 
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10 


7355 


13019 


18660 


13202 


5191 


2672 


Total 
Valid 
Votes 


10460 


10460 


14123 


21279 


27784 


40676 


40676 


32958 


17885 


13164 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-OMERKOTE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56393 0 56393 
2. SERVICE 0 0 0 
3. TOTAL 56393 0 56393 
I. ELECTORS WHO VOTED 
1. GENERAL 15307 0 15307 
2. POSTAL 0 0 0 
3. TOTAL 15307 0 15307 
IV. VOTES 
1. POLLED 15307 27.14% of Total Electors) 
2. VALID 13883 
3. REJECTED 1424 9.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TRIPATHY SADASIVA 7007 
Runner up : GP ABDUL RAHIMAN KHAN 6876 
MARGIN: 131 0.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - DABUGAM 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66542 0 66542 
2. SERVICE 0 0 0 
3. TOTAL 66542 0 66542 
I. ELECTORS WHO VOTED 
1. GENERAL 15114 0 15114 
2. POSTAL 0 0 0 
3. TOTAL 15114 0 15114 
IV. VOTES 
1. POLLED 15114 22.71% of Total Electors) 
2. VALID 13796 
3. REJECTED 1318 8.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TRIPATHY JAGANNATH 7850 
Runner up : GP SAHU KASIVISWANATH 5946 
MARGIN: 1904 13.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - NOWRANGPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56199 0 56199 
2. SERVICE 0 0 0 
3. TOTAL 56199 0 56199 
I. ELECTORS WHO VOTED 
1. GENERAL 12717 0 12717 
2. POSTAL 0 0 0 
3. TOTAL 12717 0 12717 
IV. VOTES 
1. POLLED 12717 22.63% of Total Electors) 
2. VALID 11783 
3. REJECTED 934 7.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC HARIJAN MIRU 6034 
Runner up : GP NAIK CHONDROSEKHAR DENAI 5749 
MARGIN: 285 2.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4- JEYPORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59127 0 59127 
2. SERVICE 0 0 0 
3. TOTAL 59127 0 59127 
I. ELECTORS WHO VOTED 
1. GENERAL 13005 0 13005 
2. POSTAL 0 0 0 
3. TOTAL 13005 0 13005 
IV. VOTES 
1. POLLED 13005 22.00% of Total Electors) 
2. VALID 12006 
3. REJECTED 999 7.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATNAIK RAGHUNATH 6530 
Runner up : CPI BAXIPATRA HARISHCHANDRA 2635 
MARGIN: 3895 32.44% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5 - KOTPAD (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56704 0 56704 
2. SERVICE 0 0 0 
3. TOTAL 56704 0 56704 
I. ELECTORS WHO VOTED 
1. GENERAL 14323 0 14323 
2. POSTAL 0 0 0 
3. TOTAL 14323 0 14323 
IV. VOTES 
1. POLLED 14323 25.26% of Total Electors) 
2. VALID 13240 
3. REJECTED 1083 7.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BAKRIA MAHADEBO 8160 
Runner up : GP NAYAK LAICHAN 3147 
MARGIN: 5013 37.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6 - MALKANGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63241 0 63241 
2. SERVICE 0 0 0 
3. TOTAL 63241 0 63241 
I. ELECTORS WHO VOTED 
1. GENERAL 11839 0 11839 
2. POSTAL 0 0 0 
3. TOTAL 11839 0 11839 
IV. VOTES 
1. POLLED 11839 18.72% of Total Electors) 
2. VALID 10536 
3. REJECTED 1303 11.01% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP NAYAK GURU 6230 
Runner up : INC BURUDA JAGONATH 4306 
MARGIN: 1924 18.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7-PADWA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67470 0 67470 
2. SERVICE 0 0 0 
3. TOTAL 67470 0 67470 
I. ELECTORS WHO VOTED 
1. GENERAL 8469 0 8469 
2. POSTAL 0 0 0 
3. TOTAL 8469 0 8469 
IV. VOTES 
1. POLLED 8469 12.55% of Total Electors) 
2. VALID 7925 
3. REJECTED 544 6.42% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MAHAPATRA GANESWAR 3434 
Runner up : GP GOUDO LAXMAN 2819 
MARGIN: 615 7.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8- KORAPUT (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50088 0 50088 
2. SERVICE 0 0 0 
3. TOTAL 50088 0 50088 
I. ELECTORS WHO VOTED 
1. GENERAL 10267 0 10267 
2. POSTAL 0 0 0 
3. TOTAL 10267 0 10267 
IV. VOTES 
1. POLLED 10267 20.50% of Total Electors) 
2. VALID 9298 
3. REJECTED 969 9.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TOYAKA SANGANNA 5011 
Runner up : GP PUJARI LACHMAN 4287 
MARGIN: 724 7.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9 - POTTANGI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57005 0 57005 
2. SERVICE 0 0 0 
3. TOTAL 57005 0 57005 
I. ELECTORS WHO VOTED 
1. GENERAL 9229 0 9229 
2. POSTAL 0 0 0 
3. TOTAL 9229 0 9229 
IV. VOTES 
1. POLLED 9229 16.19% of Total Electors) 
2. VALID 8331 
3. REJECTED 898 9.73% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PANGI MUSURI SANTA 4204 
Runner up : GP BOINA, ALLAYA 4127 
MARGIN: 77 0.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10- RAYAGADA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57149 0 57149 
2. SERVICE 0 0 0 
3. TOTAL 57149 0 57149 
I. ELECTORS WHO VOTED 
1. GENERAL 10209 0 10209 
2. POSTAL 0 0 0 
3. TOTAL 10209 0 10209 
IV. VOTES 
1. POLLED 10209 17.86% of Total Electors) 
2. VALID 9426 
3. REJECTED 783 7.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MANDANGI KAMAYYA 5592 
Runner up : GP ULLAKA SYAMOGHONO 3834 
MARGIN: 1758 18.65% of Total Valid Votes ) 


rptConstituencySummary - Page 10 of 140 
20 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11 -GUNUPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76205 0 76205 
2. SERVICE 0 0 0 
3. TOTAL 76205 0 76205 
I. ELECTORS WHO VOTED 
1. GENERAL 19126 0 19126 
2. POSTAL 0 0 0 
3. TOTAL 19126 0 19126 
IV. VOTES 
1. POLLED 19126 25.10% of Total Electors) 
2. VALID 17658 
3. REJECTED 1468 7.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATRO NARASINGO 9323 
Runner up : GP SOHU NABINCHANDRO 3338 
MARGIN: 5985 33.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12 - BISSAMCUTTACK (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75837 0 75837 
2. SERVICE 0 0 0 
3. TOTAL 75837 0 75837 
I. ELECTORS WHO VOTED 
1. GENERAL 12143 0 12143 
2. POSTAL 0 0 0 
3. TOTAL 12143 0 12143 
IV. VOTES 
1. POLLED 12143 16.01% of Total Electors) 
2. VALID 10996 
3. REJECTED 1147 9.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP CHOWDHARY BISWANATH 6643 
Runner up : INC PIDIKAKA SANYASICHARNAN 4353 
MARGIN: 2290 20.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13 - PARLAKIMEDI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58243 0 58243 
2. SERVICE 0 0 0 
3. TOTAL 58243 0 58243 
I. ELECTORS WHO VOTED 
1. GENERAL 27642 0 27642 
2. POSTAL 0 0 0 
3. TOTAL 27642 0 27642 
IV. VOTES 
1. POLLED 27642 47.46% of Total Electors) 
2. VALID 25910 
3. REJECTED 1732 6.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NALLA KURMANAIKULU 12780 
Runner up : CPI MISRA JAGANNATH 10463 
MARGIN: 2317 8.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14-R. UDAIGIRI (ST) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 50544 

2. SERVICE 0 

3. TOTAL 50544 
I. ELECTORS WHO VOTED 

1. GENERAL 6721 

2. POSTAL 0 

3. TOTAL 6721 
IV. VOTES 

1. POLLED 6721 

2. VALID 6241 

3. REJECTED 480 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : INC BHOYA RAMO 
Runner up : IND NAIK GOPINATH 
MARGIN  : 713 11.42% of Total Valid Votes ) 
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FEMALE TOTAL 
0 50544 
0 0 
0 50544 
0 6721 
0 0 
0 6721 


13.30% of Total Electors) 


7.14% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
3235 


2522 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15 - DIGAPAHANDI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56940 0 56940 
2. SERVICE 0 0 0 
3. TOTAL 56940 0 56940 
I. ELECTORS WHO VOTED 
1. GENERAL 27417 0 27417 
2. POSTAL 0 0 0 
3. TOTAL 27417 0 27417 
IV. VOTES 
1. POLLED 27417 48.15% of Total Electors) 
2. VALID 26091 
3. REJECTED 1326 4.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MAHAPATRA RAGHUNATH 15237 
Runner up : CPI PRODHAN GOVIND 8749 
MARGIN: 6488 24.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16 - MOHANA (SC) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 50461 

2. SERVICE 0 

3. TOTAL 50461 
I. ELECTORS WHO VOTED 

1. GENERAL 11353 

2. POSTAL 0 

3. TOTAL 11353 
IV. VOTES 

1. POLLED 11353 

2. VALID 10748 

3. REJECTED 605 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : INC NAIK BISWNATH 
Runner up : IND NAIK MOHANTRO 
MARGIN: 1254 11.67% of Total Valid Votes ) 
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FEMALE TOTAL 
0 50461 
0 0 
0 50461 
0 11353 
0 0 
0 11353 


22.50% of Total Electors) 


5.33% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
6001 


4747 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17- BERHAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 771632 0 77632 
2. SERVICE 0 0 0 
3. TOTAL 771632 0 77632 
I. ELECTORS WHO VOTED 
1. GENERAL 34179 0 34179 
2. POSTAL 0 0 0 
3. TOTAL 34179 0 34179 
IV. VOTES 
1. POLLED 34179 44.03% of Total Electors) 
2. VALID 31953 
3. REJECTED 2226 6.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND NARENDRA DEO SISIRKUMAR 19810 
Runner up : IND PRATTY SURYANARAYANA MURTY 5729 
MARGIN: 14081 44.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 - PATRAPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51405 0 51405 
2. SERVICE 0 0 0 
3. TOTAL 51405 0 51405 
I. ELECTORS WHO VOTED 
1. GENERAL 10193 0 10193 
2. POSTAL 0 0 0 
3. TOTAL 10193 0 10193 
IV. VOTES 
1. POLLED 10193 19.83% of Total Electors) 
2. VALID 9827 
3. REJECTED 366 3.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC JANI TRILOCHANA 7428 
Runner up : GP PADHANA BUDAIA 1359 
MARGIN: 6069 61.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19-DURA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61512 0 61512 
2. SERVICE 0 0 0 
3. TOTAL 61512 0 61512 
I. ELECTORS WHO VOTED 
1. GENERAL 26069 0 26069 
2. POSTAL 0 0 0 
3. TOTAL 26069 0 26069 
IV. VOTES 
1. POLLED 26069 42.38% of Total Electors) 
2. VALID 23675 
3. REJECTED 2394 9.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC P. VENKATA JAGANATHA RAO 11853 
Runner up : IND SAHU NARASIMHA 10336 
MARGIN: 1517 6.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - CHATRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52495 0 52495 
2. SERVICE 0 0 0 
3. TOTAL 52495 0 52495 
I. ELECTORS WHO VOTED 
1. GENERAL 20606 0 20606 
2. POSTAL 0 0 0 
3. TOTAL 20606 0 20606 
IV. VOTES 
1. POLLED 20606 39.25% of Total Electors) 
2. VALID 19110 
3. REJECTED 1496 7.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI MAHAPATRA LAKSHMAN 8289 
Runner up : INC V. SITARAMAYYA 6494 
MARGIN: 1795 9.39% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21 - KHALLIKOTE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57446 0 57446 
2. SERVICE 0 0 0 
3. TOTAL 57446 0 57446 
I. ELECTORS WHO VOTED 
1. GENERAL 26437 0 26437 
2. POSTAL 0 0 0 
3. TOTAL 26437 0 26437 
IV. VOTES 
1. POLLED 26437 46.02% of Total Electors) 
2. VALID 24481 
3. REJECTED 1956 7.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MARDARAJ DEO RAMCHANDRA 14658 
Runner up : IND SAHU NARAYAN 6355 
MARGIN: 8303 33.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22 - HINJILI 


MALE FEMALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 58012 0 

2. SERVICE 0 0 

3. TOTAL 58012 0 
I. ELECTORS WHO VOTED 

1. GENERAL 22353 0 

2. POSTAL 0 0 

3. TOTAL 22353 0 
IV. VOTES 

1. POLLED 22353 38.53% of Total Electors) 

2. VALID 21233 

3. REJECTED 1120 5.01% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


TOTAL 


58012 
0 


58012 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC NAYAK BRUNDABAN 18256 
Runner up : IND PADHI SASHIBHUSAN 1996 
MARGIN 16260 76.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 - KODALA WEST 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55268 0 55268 
2. SERVICE 0 0 0 
3. TOTAL 55268 0 55268 
I. ELECTORS WHO VOTED 
1. GENERAL 33535 0 33535 
2. POSTAL 0 0 0 
3. TOTAL 33535 0 33535 
IV. VOTES 
1. POLLED 33535 60.68% of Total Electors) 
2. VALID 30695 
3. REJECTED 2840 8.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DAS BISWANATH 15409 
Runner up : PSP MAHARANA BANAMALI 11688 
MARGIN: 3721 12.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24- KODALA EAST 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50085 0 50085 
2. SERVICE 0 0 0 
3. TOTAL 50085 0 50085 
I. ELECTORS WHO VOTED 
1. GENERAL 22333 0 22333 
2. POSTAL 0 0 0 
3. TOTAL 22333 0 22333 
IV. VOTES 
1. POLLED 22333 44.59% of Total Electors) 
2. VALID 20576 
3. REJECTED 1757 7.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PANIGARHI LINGARAJ 9247 
Runner up : PSP PATNAIK DIBAKAR 6955 
MARGIN: 2292 11.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - BHANJANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59313 0 59313 
2. SERVICE 0 0 0 
3. TOTAL 59313 0 59313 
I. ELECTORS WHO VOTED 
1. GENERAL 27256 0 27256 
2. POSTAL 0 0 0 
3. TOTAL 27256 0 27256 
IV. VOTES 
1. POLLED 27256 45.95% of Total Electors) 
2. VALID 26117 
3. REJECTED 1139 4.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PRADHAN MAGUNICHARAN 17910 
Runner up : CPI MAHANTY SADANANDA 5204 
MARGIN: 12706 48.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - JAGANNATH PRASAD (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70570 0 70570 
2. SERVICE 0 0 0 
3. TOTAL 70570 0 70570 
I. ELECTORS WHO VOTED 
1. GENERAL 20116 0 20116 
2. POSTAL 0 0 0 
3. TOTAL 20116 0 20116 
IV. VOTES 
1. POLLED 20116 28.51% of Total Electors) 
2. VALID 19351 
3. REJECTED 765 3.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAIK UDIA 13800 
Runner up : CPI NAIK SUMA 4042 
MARGIN: 9758 50.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27-ASKA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 


Winner INC 


Runner up : CPI 


MARGIN 5176 
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MALE FEMALE TOTAL 
69457 0 69457 
0 0 0 
69457 0 69457 
39778 0 39778 
0 0 0 
39778 0 39778 
39778 57.27% of Total Electors) 
37924 
1854 4.66% of Total Votes Polled) 
0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
MISHRA LOKANATH 20968 
DAS HARIHAR 15792 


13.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28-SURUDA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner INC 
Runner up : IND 


MARGIN 1457 


MALE FEMALE TOTAL 
52549 0 52549 
0 0 0 
52549 0 52549 
22781 0 22781 
0 0 0 
22781 0 22781 
22781 43.35% of Total Electors) 
21744 
1037 4.55% of Total Votes Polled) 
0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
NAIK ARJUNA 7424 
SWAIN GANTAYAT 5967 


6.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - BALLIGUDA (ST) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 52947 

2. SERVICE 0 

3. TOTAL 52947 
I. ELECTORS WHO VOTED 

1. GENERAL 7993 

2. POSTAL 0 

3. TOTAL 7993 
IV. VOTES 

1. POLLED 7993 

2. VALID 7349 

3. REJECTED 644 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : GP PODRA DUBARA 
Runner up : INC PODRA JADABO 
MARGIN  : 558 7.59% of Total Valid Votes ) 
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FEMALE TOTAL 
0 52947 
0 0 
0 52947 
0 7993 
0 0 
0 7993 


15.10% of Total Electors) 


8.06% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
3557 


2999 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30-G UDAYAGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59208 0 59208 
2. SERVICE 0 0 0 
3. TOTAL 59208 0 59208 
I. ELECTORS WHO VOTED 
1. GENERAL 9920 0 9920 
2. POSTAL 0 0 0 
3. TOTAL 9920 0 9920 
IV. VOTES 
1. POLLED 9920 16.75% of Total Electors) 
2. VALID 9280 
3. REJECTED 640 6.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PADHI SARANGADHAR 4470 
Runner up : GP PODHAN SAUL 4224 
MARGIN: 246 2.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 -PHULBANI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54666 0 54666 
2. SERVICE 0 0 0 
3. TOTAL 54666 0 54666 
I. ELECTORS WHO VOTED 
1. GENERAL 10552 0 10552 
2. POSTAL 0 0 0 
3. TOTAL 10552 0 10552 
IV. VOTES 
1. POLLED 10552 19.30% of Total Electors) 
2. VALID 9846 
3. REJECTED 706 6.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PADHI HIMANUSEKHARA 3959 
Runner up : GP RATHA NANDAKISHOR 3708 
MARGIN: 251 2.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - BOUDH (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : GP 


Runner up : INC 


MARGIN -: 3013 
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MALE FEMALE TOTAL 

79622 0 79622 

0 0 0 
79622 0 79622 
13580 0 13580 

0 0 0 
13580 0 13580 
13580 17.06% of Total Electors) 
12725 

855 6.30% of Total Votes Polled) 
0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
DIPA ANIRUDHA 7869 
BEHARA BASANTA 4856 


23.68% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - MADANPUR RAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50190 0 50190 
2. SERVICE 0 0 0 
3. TOTAL 50190 0 50190 
I. ELECTORS WHO VOTED 
1. GENERAL 19889 0 19889 
2. POSTAL 0 0 0 
3. TOTAL 19889 0 19889 
IV. VOTES 
1. POLLED 19889 39.63% of Total Electors) 
2. VALID 17941 
3. REJECTED 1948 9.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP DEO BIRAKESHARI 11085 
Runner up : INC SINGH DEO JOGESHACHANDRA 5273 
MARGIN: 5812 32.40% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34- BHAWANIPATNA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59463 0 59463 
2. SERVICE 0 0 0 
3. TOTAL 59463 0 59463 
I. ELECTORS WHO VOTED 
1. GENERAL 17275 0 17275 
2. POSTAL 0 0 0 
3. TOTAL 17275 0 17275 
IV. VOTES 
1. POLLED 17275 29.05% of Total Electors) 
2. VALID 15472 
3. REJECTED 1803 10.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MAJHI ANCHAL 12391 
Runner up : INC MAJHI DANARDAN 3081 
MARGIN: 9310 60.17% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - KASHIPUR 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 40555 

2. SERVICE 0 

3. TOTAL 40555 
I. ELECTORS WHO VOTED 

1. GENERAL 11856 

2. POSTAL 0 

3. TOTAL 11856 
IV. VOTES 

1. POLLED 11856 

2. VALID 10460 

3. REJECTED 1396 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : GP DEBI NABAKUMARI 
Runner up : INC DEBI BINAPANI 
MARGIN 2158 20.63% of Total Valid Votes ) 
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FEMALE TOTAL 
0 40555 
0 0 
0 40555 
0 11856 
0 0 
0 11856 


29.23% of Total Electors) 


11.77% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
6309 


4151 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36 - KOKSARA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71099 0 71099 
2. SERVICE 0 0 0 
3. TOTAL 71099 0 71099 
I. ELECTORS WHO VOTED 
1. GENERAL 24425 0 24425 
2. POSTAL 0 0 0 
3. TOTAL 24425 0 24425 
IV. VOTES 
1. POLLED 24425 34.35% of Total Electors) 
2. VALID 21226 
3. REJECTED 3199 13.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP NAIK DAYANIDHI 16913 
Runner up : INC MAHANANDA SADASHIBA 3342 
MARGIN: 13571 63.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37- JUNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42785 0 42785 
2. SERVICE 0 0 0 
3. TOTAL 42785 0 42785 
I. ELECTORS WHO VOTED 
1. GENERAL 17500 0 17500 
2. POSTAL 0 0 0 
3. TOTAL 17500 0 17500 
IV. VOTES 
1. POLLED 17500 40.90% of Total Electors) 
2. VALID 14976 
3. REJECTED 2524 14.42% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP NAIK MAHESWAR 10559 
Runner up : INC BAHERA PRASANNA KUMAR 3140 
MARGIN: 7419 49.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - DHARAMGARH (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner GP 


Runner up : INC 
MARGIN 10044 
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MALE FEMALE TOTAL 
47142 0 47142 
0 0 0 
47142 0 47142 
18702 0 18702 
0 0 0 
18702 0 18702 
18702 39.67% of Total Electors) 
15756 
2946 15.75% of Total Votes Polled) 
0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
NAIK MUKUND 12900 


MAJHI JUGESWAR 


63.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - KHARIAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53770 0 53770 
2. SERVICE 0 0 0 
3. TOTAL 53770 0 53770 
I. ELECTORS WHO VOTED 
1. GENERAL 18120 0 18120 
2. POSTAL 0 0 0 
3. TOTAL 18120 0 18120 
IV. VOTES 
1. POLLED 18120 33.70% of Total Electors) 
2. VALID 16367 
3. REJECTED 1753 9.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DEO ANUPSINGH 11595 
Runner up : GP TEWARI KAPILANARAYANA 4182 
MARGIN: 7413 45.29% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 - NAWAPARA (ST) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 50121 

2. SERVICE 0 

3. TOTAL 50121 
I. ELECTORS WHO VOTED 

1. GENERAL 12104 

2. POSTAL 0 

3. TOTAL 12104 
IV. VOTES 

1. POLLED 12104 

2. VALID 10617 

3. REJECTED 1487 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner IND MAJHI GAHSHIRAM 
Runner up : INC GOND OMKARSINGH 
MARGIN 979 9.22% of Total Valid Votes ) 
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FEMALE TOTAL 
0 50121 
0 0 
0 50121 
0 12104 
0 0 


0 12104 


24.15% of Total Electors) 


12.29% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
5798 


4819 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 - KANTABANJI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 46406 0 46406 
2. SERVICE 0 0 0 
3. TOTAL 46406 0 46406 
I. ELECTORS WHO VOTED 
1. GENERAL 16781 0 16781 
2. POSTAL 0 0 0 
3. TOTAL 16781 0 16781 
IV. VOTES 
1. POLLED 16781 36.16% of Total Electors) 
2. VALID 14123 
3. REJECTED 2658 15.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP DEO MAHARAJA SHRI RAJENDRA NARAYAN SINGI 10266 
Runner up : INC DEBI CHANDRA KUMARI 2911 
MARGIN: 7355 52.08% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 - TITILAGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51343 0 51343 
2. SERVICE 0 0 0 
3. TOTAL 51343 0 51343 
I. ELECTORS WHO VOTED 
1. GENERAL 16524 0 16524 
2. POSTAL 0 0 0 
3. TOTAL 16524 0 16524 
IV. VOTES 
1. POLLED 16524 32.18% of Total Electors) 
2. VALID 14769 
3. REJECTED 1755 10.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MAHANANDA ACHYUTANAND 11399 
Runner up : INC MAHANANDA JAYARAM 2705 
MARGIN: 8694 58.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 -SAINTALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52868 0 52868 
2. SERVICE 0 0 0 
3. TOTAL 52868 0 52868 
I. ELECTORS WHO VOTED 
1. GENERAL 17969 0 17969 
2. POSTAL 0 0 0 
3. TOTAL 17969 0 17969 
IV. VOTES 
1. POLLED 17969 33.99% of Total Electors) 
2. VALID 16384 
3. REJECTED 1585 8.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP SAHOO AINTHU 11247 
Runner up : INC BOHIDAR DIBAKAR 5137 
MARGIN: 6110 37.29% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44 - PATNAGARH (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58830 0 58830 
2. SERVICE 0 0 0 
3. TOTAL 58830 0 58830 
I. ELECTORS WHO VOTED 
1. GENERAL 19992 0 19992 
2. POSTAL 0 0 0 
3. TOTAL 19992 0 19992 
IV. VOTES 
1. POLLED 19992 33.98% of Total Electors) 
2. VALID 18071 
3. REJECTED 1921 9.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP BHOI RAMESH CHANDRA 13414 
Runner up : INC GODAVIA JAGANNATH 3216 
MARGIN: 10198 56.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - LOISINGHA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60014 0 60014 
2. SERVICE 0 0 0 
3. TOTAL 60014 0 60014 
I. ELECTORS WHO VOTED 
1. GENERAL 23734 0 23734 
2. POSTAL 0 0 0 
3. TOTAL 23734 0 23734 
IV. VOTES 
1. POLLED 23734 39.55% of Total Electors) 
2. VALID 21745 
3. REJECTED 1989 8.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MISRA RAM PRASAD 14121 
Runner up : INC SAI LOKESWAR 4419 
MARGIN: 9702 44.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - BOLANGIR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65085 0 65085 
2. SERVICE 0 0 0 
3. TOTAL 65085 0 65085 
I. ELECTORS WHO VOTED 
1. GENERAL 22948 0 22948 
2. POSTAL 0 0 0 
3. TOTAL 22948 0 22948 
IV. VOTES 
1. POLLED 22948 35.26% of Total Electors) 
2. VALID 21168 
3. REJECTED 1780 7.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP SINGH CHANDRA SEKHAR 16361 
Runner up : INC KUANAR GOUTAM 4807 
MARGIN: 11554 54.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 -TUSRA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61199 0 61199 
2. SERVICE 0 0 0 
3. TOTAL 61199 0 61199 
I. ELECTORS WHO VOTED 
1. GENERAL 20146 0 20146 
2. POSTAL 0 0 0 
3. TOTAL 20146 0 20146 
IV. VOTES 
1. POLLED 20146 32.92% of Total Electors) 
2. VALID 18587 
3. REJECTED 1559 7.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MISRA NANDA KISHORE 11813 
Runner up : INC MISRA NITYANANDA 6217 
MARGIN: 5596 30.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - BINKA 


MALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55532 0 55532 
2. SERVICE 0 0 0 
3. TOTAL 55532 0 55532 
I. ELECTORS WHO VOTED 
1. GENERAL 14376 0 14376 
2. POSTAL 0 0 0 
3. TOTAL 14376 0 14376 
IV. VOTES 
1. POLLED 14376 25.89% of Total Electors) 
2. VALID 13362 
3. REJECTED 1014 7.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP NANDA ANTARAMA 6219 
Runner up : INC SUBUDHI SOMANATH 5659 
MARGIN: 560 4.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 -SONEPUR (SC) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 60625 

2. SERVICE 0 

3. TOTAL 60625 
I. ELECTORS WHO VOTED 

1. GENERAL 11069 

2. POSTAL 0 

3. TOTAL 11069 
IV. VOTES 

1. POLLED 11069 

2. VALID 10162 

3. REJECTED 907 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : GP GANDA DAULATA 
Runner up : INC NAIK KRUPASINDHU 
MARGIN 2572 25.31% of Total Valid Votes ) 
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FEMALE TOTAL 
0 60625 
0 0 
0 60625 
0 11069 
0 0 
0 11069 


18.26% of Total Electors) 


8.19% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
5968 


3396 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - MELCHHAMUNDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66532 0 66532 
2. SERVICE 0 0 0 
3. TOTAL 66532 0 66532 
I. ELECTORS WHO VOTED 
1. GENERAL 16463 0 16463 
2. POSTAL 0 0 0 
3. TOTAL 16463 0 16463 
IV. VOTES 
1. POLLED 16463 24.74% of Total Electors) 
2. VALID 15329 
3. REJECTED 1134 6.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PADHEE SACHIDANAND 5797 
Runner up : GP BAHIDAR PRAFULLAKUMAR 3990 
MARGIN: 1807 11.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51 -PADAMPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53717 0 53717 
2. SERVICE 0 0 0 
3. TOTAL 53717 0 53717 
I. ELECTORS WHO VOTED 
1. GENERAL 15148 0 15148 
2. POSTAL 0 0 0 
3. TOTAL 15148 0 15148 
IV. VOTES 
1. POLLED 15148 28.20% of Total Electors) 
2. VALID 14030 
3. REJECTED 1118 7.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH BARIHA BIR BIKRAMADITYA 7107 
Runner up : GP SINGH LAL MITRODAY 6323 
MARGIN: 1384 9.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52 - BARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56434 0 56434 
2. SERVICE 0 0 0 
3. TOTAL 56434 0 56434 
I. ELECTORS WHO VOTED 
1. GENERAL 18973 0 18973 
2. POSTAL 0 0 0 
3. TOTAL 18973 0 18973 
IV. VOTES 
1. POLLED 18973 33.62% of Total Electors) 
2. VALID 17784 
3. REJECTED 1189 6.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner — : IND PADHAN GANANATH 6106 
Runner up : INC HOTA BHARATCHANDRA 5134 
MARGIN: 972 5.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - BIJEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62808 0 62808 
2. SERVICE 0 0 0 
3. TOTAL 62808 0 62808 
I. ELECTORS WHO VOTED 
1. GENERAL 19445 0 19445 
2. POSTAL 0 0 0 
3. TOTAL 19445 0 19445 
IV. VOTES 
1. POLLED 19445 30.96% of Total Electors) 
2. VALID 18234 
3. REJECTED 1211 6.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAG MOHAN 7965 
Runner up : GP MAHANAND BAHADUR 5284 
MARGIN: 2681 14.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-BHATLI 


MALE FEMALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 62765 0 

2. SERVICE 0 0 

3. TOTAL 62765 0 
I. ELECTORS WHO VOTED 

1. GENERAL 22648 0 

2. POSTAL 0 0 

3. TOTAL 22648 0 
IV. VOTES 

1. POLLED 22648 36.08% of Total Electors) 

2. VALID 21279 

3. REJECTED 1369 6.04% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


TOTAL 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC PADHAN SARASWATI 10900 
Runner up : CPI BANCHHOR NATABAR 6441 
MARGIN 4459 20.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - SAMBALPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61796 0 61796 
2. SERVICE 0 0 0 
3. TOTAL 61796 0 61796 
I. ELECTORS WHO VOTED 
1. GENERAL 25374 0 25374 
2. POSTAL 0 0 0 
3. TOTAL 25374 0 25374 
IV. VOTES 
1. POLLED 25374 41.06% of Total Electors) 
2. VALID 23627 
3. REJECTED 1747 6.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BABU BANAMALI 11868 
Runner up : GP SUPAKAR SRADDHAKAR 9902 
MARGIN: 1966 8.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - ATTABIRA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61577 0 61577 
2. SERVICE 0 0 0 
3. TOTAL 61577 0 61577 
I. ELECTORS WHO VOTED 
1. GENERAL 12887 0 12887 
2. POSTAL 0 0 0 
3. TOTAL 12887 0 12887 
IV. VOTES 
1. POLLED 12887 20.93% of Total Electors) 
2. VALID 12234 
3. REJECTED 653 5.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC CHHURIA DALGANJAN 5508 
Runner up : GP GHASI BHIKHARI 5250 
MARGIN: 258 2.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57 - KATARBAGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65932 0 65932 
2. SERVICE 0 0 0 
3. TOTAL 65932 0 65932 
I. ELECTORS WHO VOTED 
1. GENERAL 17414 0 17414 
2. POSTAL 0 0 0 
3. TOTAL 17414 0 17414 
IV. VOTES 
1. POLLED 17414 26.41% of Total Electors) 
2. VALID 16155 
3. REJECTED 1259 7.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MISRA BISHNU PRASAD 6386 
Runner up : INC PANDA PURUSHOTAM 5875 
MARGIN: 511 3.16% of Total Valid Votes ) 


rptConstituencySummary - Page 57 of 140 
67 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - DEOGARH (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67800 0 67800 
2. SERVICE 0 0 0 
3. TOTAL 67800 0 67800 
I. ELECTORS WHO VOTED 
1. GENERAL 21760 0 21760 
2. POSTAL 0 0 0 
3. TOTAL 21760 0 21760 
IV. VOTES 
1. POLLED 21760 32.09% of Total Electors) 
2. VALID 19695 
3. REJECTED 2065 9.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP THAKUR JAYADEB 10653 
Runner up : INC MAJHI BANESHWAR 9042 
MARGIN: 1611 8.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59 - RATIRAKHOL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70570 0 70570 
2. SERVICE 0 0 0 
3. TOTAL 70570 0 70570 
I. ELECTORS WHO VOTED 
1. GENERAL 22633 0 22633 
2. POSTAL 0 0 0 
3. TOTAL 22633 0 22633 
IV. VOTES 
1. POLLED 22633 32.07% of Total Electors) 
2. VALID 20882 
3. REJECTED 1751 7.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP DEB BHANUGANG TRIBHUBAN RAJA 12270 
Runner up : INC DEB HARI PRASAD 8612 
MARGIN: 3658 17.52% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 -BRAJRAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53115 0 53115 
2. SERVICE 0 0 0 
3. TOTAL 53115 0 53115 
I. ELECTORS WHO VOTED 
1. GENERAL 21419 0 21419 
2. POSTAL 0 0 0 
3. TOTAL 21419 0 21419 
IV. VOTES 
1. POLLED 21419 40.33% of Total Electors) 
2. VALID 20176 
3. REJECTED 1243 5.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI PANDA PRASANNA KUMAR 10103 
Runner up : INC PANI BIJOY KUMAR 6387 
MARGIN: 3716 18.42% of Total Valid Votes ) 


rptConstituencySummary - Page 60 of 140 
70 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 - JAARSUGUDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66608 0 66608 
2. SERVICE 0 0 0 
3. TOTAL 66608 0 66608 
I. ELECTORS WHO VOTED 
1. GENERAL 19702 0 19702 
2. POSTAL 0 0 0 
3. TOTAL 19702 0 19702 
IV. VOTES 
1. POLLED 19702 29.58% of Total Electors) 
2. VALID 18136 
3. REJECTED 1566 7.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BARIHA BINOD BIHARI 8611 
Runner up : GP NAIK MONOHAR 6621 
MARGIN: 1990 10.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - SUNDERGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66799 0 66799 
2. SERVICE 0 0 0 
3. TOTAL 66799 0 66799 
I. ELECTORS WHO VOTED 
1. GENERAL 27485 0 27485 
2. POSTAL 0 0 0 
3. TOTAL 27485 0 27485 
IV. VOTES 
1. POLLED 27485 41.15% of Total Electors) 
2. VALID 25034 
3. REJECTED 2451 8.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP PATEL HARIHAR 14204 
Runner up : INC NAIK KRUPANIDHI 7709 
MARGIN: 6495 25.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 - TALSARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67491 0 67491 
2. SERVICE 0 0 0 
3. TOTAL 67491 0 67491 
I. ELECTORS WHO VOTED 
1. GENERAL 27260 0 27260 
2. POSTAL 0 0 0 
3. TOTAL 27260 0 27260 
IV. VOTES 
1. POLLED 27260 40.39% of Total Electors) 
2. VALID 24183 
3. REJECTED 3077 11.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP PRADHAN GANGADHAR 10990 
Runner up : IND KUJUR MORIS 6294 
MARGIN: 4696 19.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64 - RAJGANGPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54526 0 54526 
2. SERVICE 0 0 0 
3. TOTAL 54526 0 54526 
I. ELECTORS WHO VOTED 
1. GENERAL 21801 0 21801 
2. POSTAL 0 0 0 
3. TOTAL 21801 0 21801 
IV. VOTES 
1. POLLED 21801 39.98% of Total Electors) 
2. VALID 20262 
3. REJECTED 1539 7.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC AMAT RANGABALABH 6645 
Runner up : GP AMAT DEBANAND 6284 
MARGIN: 361 1.78% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - BISRA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67777 0 67777 
2. SERVICE 0 0 0 
3. TOTAL 67777 0 67777 
I. ELECTORS WHO VOTED 
1. GENERAL 27471 0 27471 
2. POSTAL 0 0 0 
3. TOTAL 27471 0 27471 
IV. VOTES 
1. POLLED 27471 40.53% of Total Electors) 
2. VALID 25154 
3. REJECTED 2317 8.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP BHAGAT PREMCHAND 6783 
Runner up : INC KHARIA JUNAS 6199 
MARGIN: 584 2.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66 - BONAI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58707 0 58707 
2. SERVICE 0 0 0 
3. TOTAL 58707 0 58707 
I. ELECTORS WHO VOTED 
1. GENERAL 19249 0 19249 
2. POSTAL 0 0 0 
3. TOTAL 19249 0 19249 
IV. VOTES 
1. POLLED 19249 32.79% of Total Electors) 
2. VALID 17838 
3. REJECTED 1411 7.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MOHAPATRA HEMENDRA PRASAD 12816 
Runner up : INC DANDPAT HAMANDA KUMAR SINGH 2780 
MARGIN: 10036 56.26% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67-CHAMPUA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : GP 


Runner up : INC 


MARGIN -: 1988 
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MALE FEMALE TOTAL 

48494 0 48494 

0 0 0 
48494 0 48494 
11102 0 11102 

0 0 0 
11102 0 11102 
11102 22.89% of Total Electors) 
10140 

962 8.67% of Total Votes Polled) 
0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
NAIK GURU CHARAN 5088 
NAIK BAIRIGANJAN 3100 


19.61% of Total Valid Votes ) 


77 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - PATNA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner GP 
Runner up : INC 


MARGIN 3068 


MALE FEMALE TOTAL 

56687 0 56687 
0 0 0 

56687 0 56687 

16445 0 16445 
0 0 0 

16445 0 16445 

16445 29.01% of Total Electors) 

15254 


7.24% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
MISHRA RAJBALABH 8441 
PRUSTY ANIRUDHA 5373 


20.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - KEONJHAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 46802 0 46802 
2. SERVICE 0 0 0 
3. TOTAL 46802 0 46802 
I. ELECTORS WHO VOTED 
1. GENERAL 11384 0 11384 
2. POSTAL 0 0 0 
3. TOTAL 11384 0 11384 
IV. VOTES 
1. POLLED 11384 24.32% of Total Electors) 
2. VALID 10532 
3. REJECTED 852 7.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP BHANI DEO JANARDAN 4657 
Runner up : INC MISRA BIMBADHAR 3078 
MARGIN: 1579 14.99% of Total Valid Votes ) 


rptConstituencySummary - Page 69 of 140 
719 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70-TELKOI (ST) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 41138 

2. SERVICE 0 

3. TOTAL 41138 
I. ELECTORS WHO VOTED 

1. GENERAL 8143 

2. POSTAL 0 

3. TOTAL 8143 
IV. VOTES 

1. POLLED 8143 

2. VALID 7332 

3. REJECTED 811 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : GP MUNDA GOVINDA 
Runner up : INC GIRI BRHMANANDA 
MARGIN 1180 16.09% of Total Valid Votes ) 
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FEMALE TOTAL 
0 41138 
0 0 
0 41138 
0 8143 
0 0 
0 8143 


19.79% of Total Electors) 


9.96% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
3704 


2524 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71 - RAMACHANDRAPUR 


MALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55092 0 55092 
2. SERVICE 0 0 0 
3. TOTAL 55092 0 55092 
I. ELECTORS WHO VOTED 
1. GENERAL 16063 0 16063 
2. POSTAL 0 0 0 
3. TOTAL 16063 0 16063 
IV. VOTES 
1. POLLED 16063 29.16% of Total Electors) 
2. VALID 15246 
3. REJECTED 817 5.09% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC KUANR MURALIDHAR 9200 
Runner up : GP JENA UPENDRANATH 4848 
MARGIN: 4352 28.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 - ANANDPUR (SC) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 54150 

2. SERVICE 0 

3. TOTAL 54150 
I. ELECTORS WHO VOTED 

1. GENERAL 12846 

2. POSTAL 0 

3. TOTAL 12846 
IV. VOTES 

1. POLLED 12846 

2. VALID 12265 

3. REJECTED 581 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : INC SETHI MAKAR 
Runner up : GP JENA DIRAKISOR 
MARGIN : 2849 23.23% of Total Valid Votes ) 
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FEMALE TOTAL 
0 54150 
0 0 
0 54150 
0 12846 
0 0 
0 12846 


23.72% of Total Electors) 


4.52% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
6820 


3971 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - PAL LAHORA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
I. ELECTORS 
1. GENERAL 57505 0 57505 
2. SERVICE 0 0 0 
3. TOTAL 57505 0 57505 
IN. ELECTORS WHO VOTED 
1. GENERAL 21882 0 21882 
2. POSTAL 0 0 0 
3. TOTAL 21882 0 21882 
IV. VOTES 
1. POLLED 21882 38.05% of Total Electors) 
2. VALID 20127 
3. REJECTED 1755 8.02% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC PRADHAN PABITRA MOHAN 9570 
Runner up : GP SINGH DEO MAHINDRA BAHADUR RAJA SANKER 8278 
PRATAP 
MARGIN : 1292 6.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74-TALCHER 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58369 0 58369 
2. SERVICE 0 0 0 
3. TOTAL 58369 0 58369 
I. ELECTORS WHO VOTED 
1. GENERAL 31787 0 31787 
2. POSTAL 0 0 0 
3. TOTAL 31787 0 31787 
IV. VOTES 
1. POLLED 31787 54.46% of Total Electors) 
2. VALID 29229 
3. REJECTED 2558 8.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PRADHAN PABITRA MOHAN 17745 
Runner up : GP DEB ROUTRAY ALHAD CHANDRA 8360 
MARGIN: 9385 32.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - K. NAGAR 


MALE FEMALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 68645 0 

2. SERVICE 0 0 

3. TOTAL 68645 0 
I. ELECTORS WHO VOTED 

1. GENERAL 23988 0 

2. POSTAL 0 0 

3. TOTAL 23988 0 
IV. VOTES 

1. POLLED 23988 34.95% of Total Electors) 

2. VALID 22561 

3. REJECTED 1427 5.95% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


TOTAL 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner GP TRIPATHY BRUNDABAN 11395 
Runner up : INC NAYAK DUKHABANDHU 11166 
MARGIN  : 229 1.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - DHENKANAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63872 0 63872 
2. SERVICE 0 0 0 
3. TOTAL 63872 0 63872 
I. ELECTORS WHO VOTED 
1. GENERAL 29079 0 29079 
2. POSTAL 0 0 0 
3. TOTAL 29079 0 29079 
IV. VOTES 
1. POLLED 29079 45.53% of Total Electors) 
2. VALID 27784 
3. REJECTED 1295 4.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP DEVI RATNAPROVA 16583 
Runner up : INC PATTANAYAK BIJOYANANDA 11201 
MARGIN: 5382 19.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77 - GONDIA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : GP 


Runner up : INC 


MARGIN -: 3656 
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MALE FEMALE TOTAL 
63504 0 63504 
0 0 0 
63504 0 63504 
20418 0 20418 
0 0 0 
20418 0 20418 
20418 32.15% of Total Electors) 
19520 
898 4.40% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
DEHURI KALIA 10785 


PRADAN BINODA 


18.73% of Total Valid Votes ) 


87 


7129 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - CHENDIPADA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 


Winner INC 


Runner up : CPI 


MARGIN 1234 6.89% 
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MALE FEMALE TOTAL 
59613 0 59613 
0 0 0 
59613 0 59613 
18987 0 18987 
0 0 0 
18987 0 18987 
18987 31.85% of Total Electors) 
17900 
1087 5.72% of Total Votes Polled) 
0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
NAYAK PADA 7806 
SETHI NIMEI 6572 


of Total Valid Votes ) 


88 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - ANGUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61993 0 61993 
2. SERVICE 0 0 0 
3. TOTAL 61993 0 61993 
I. ELECTORS WHO VOTED 
1. GENERAL 20187 0 20187 
2. POSTAL 0 0 0 
3. TOTAL 20187 0 20187 
IV. VOTES 
1. POLLED 20187 32.56% of Total Electors) 
2. VALID 19272 
3. REJECTED 915 4.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH KUMUDA CHANDRA 8752 
Runner up : CPI PRADHAN HRUSHIKESH 4941 
MARGIN: 3811 19.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80-ATHMALLIK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54440 0 54440 
2. SERVICE 0 0 0 
3. TOTAL 54440 0 54440 
I. ELECTORS WHO VOTED 
1. GENERAL 15869 0 15869 
2. POSTAL 0 0 0 
3. TOTAL 15869 0 15869 
IV. VOTES 
1. POLLED 15869 29.15% of Total Electors) 
2. VALID 14669 
3. REJECTED 1200 7.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP PANIGRAHY KHETRAMOHAN 4951 
Runner up : INC PADHAN HARIBANDHU 4065 
MARGIN: 886 6.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81-BANPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56827 0 56827 
2. SERVICE 0 0 0 
3. TOTAL 56827 0 56827 
I. ELECTORS WHO VOTED 
1. GENERAL 23297 0 23297 
2. POSTAL 0 0 0 
3. TOTAL 23297 0 23297 
IV. VOTES 
1. POLLED 23297 41.00% of Total Electors) 
2. VALID 22172 
3. REJECTED 1125 4.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP MISHRA RAGHUNATH 10266 
Runner up : INC RAUTARA SATCHIDANANDA 4862 
MARGIN: 5404 24.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 - DASPALLA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56146 0 56146 
2. SERVICE 0 0 0 
3. TOTAL 56146 0 56146 
I. ELECTORS WHO VOTED 
1. GENERAL 14934 0 14934 
2. POSTAL 0 0 0 
3. TOTAL 14934 0 14934 
IV. VOTES 
1. POLLED 14934 26.60% of Total Electors) 
2. VALID 14390 
3. REJECTED 544 3.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAYAK SAHEB 10278 
Runner up : GP NAIK SRIDHAR 1747 
MARGIN: 8531 59.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - KHANDPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52704 0 52704 
2. SERVICE 0 0 0 
3. TOTAL 52704 0 52704 
I. ELECTORS WHO VOTED 
1. GENERAL 20332 0 20332 
2. POSTAL 0 0 0 
3. TOTAL 20332 0 20332 
IV. VOTES 
1. POLLED 20332 38.58% of Total Electors) 
2. VALID 19599 
3. REJECTED 733 3.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH MARDARAJ BHARAMARBAR RAY HARIHAR 12891 
Runner up : IND MOHARANA NARASINGH 3002 
MARGIN: 9889 50.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84-NAYAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64929 0 64929 
2. SERVICE 0 0 0 
3. TOTAL 64929 0 64929 
I. ELECTORS WHO VOTED 
1. GENERAL 22480 0 22480 
2. POSTAL 0 0 0 
3. TOTAL 22480 0 22480 
IV. VOTES 
1. POLLED 22480 34.62% of Total Electors) 
2. VALID 21846 
3. REJECTED 634 2.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH BRUNDABAN CHANDRA 6022 
Runner up : CPI DORA BASUDEV 5307 
MARGIN: 715 3.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - RANPUR 


MALE FEMALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 60462 0 

2. SERVICE 0 0 

3. TOTAL 60462 0 
I. ELECTORS WHO VOTED 

1. GENERAL 30137 0 

2. POSTAL 0 0 

3. TOTAL 30137 0 
IV. VOTES 

1. POLLED 30137 49.84% of Total Electors) 

2. VALID 28818 

3. REJECTED 1319 4.38% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


TOTAL 


60462 
0 


60462 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPI RAM RAMACHANDRA 14053 
Runner up : INC RAY RAGHUNATH 14048 
MARGIN 5 0.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86 - BEGUNIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62318 0 62318 
2. SERVICE 0 0 0 
3. TOTAL 62318 0 62318 
I. ELECTORS WHO VOTED 
1. GENERAL 33455 0 33455 
2. POSTAL 0 0 0 
3. TOTAL 33455 0 33455 
IV. VOTES 
1. POLLED 33455 53.68% of Total Electors) 
2. VALID 31733 
3. REJECTED 1722 5.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI PAIKRAY GONGADHAR 16117 
Runner up : INC CHAMPATIRAY SATYANANDA 15616 
MARGIN: 501 1.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87- KHURDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71399 0 71399 
2. SERVICE 0 0 0 
3. TOTAL 71399 0 71399 
I. ELECTORS WHO VOTED 
1. GENERAL 31461 0 31461 
2. POSTAL 0 0 0 
3. TOTAL 31461 0 31461 
IV. VOTES 
1. POLLED 31461 44.06% of Total Electors) 
2. VALID 29835 
3. REJECTED 1626 5.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATNAIK BANAMALI 17136 
Runner up : CPI PATNAIK PRANANATH 8652 
MARGIN: 8484 28.44% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 - BHUBANESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71585 0 71585 
2. SERVICE 0 0 0 
3. TOTAL 71585 0 71585 
I. ELECTORS WHO VOTED 
1. GENERAL 28199 0 28199 
2. POSTAL 0 0 0 
3. TOTAL 28199 0 28199 
IV. VOTES 
1. POLLED 28199 39.39% of Total Electors) 
2. VALID 26790 
3. REJECTED 1409 5.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MAHANTY SATYAPRIYA 16547 
Runner up : CPI DAS MOHAN 5548 
MARGIN: 10999 41.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89 - BALIPATNA (SC) 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 62533 

2. SERVICE 0 

3. TOTAL 62533 
I. ELECTORS WHO VOTED 

1. GENERAL 9181 

2. POSTAL 0 

3. TOTAL 9181 
IV. VOTES 

1. POLLED 9181 

2. VALID 8848 

3. REJECTED 333 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : INC BHOI GOPINATH 
Runner up : GP BHOI SATYABADI 
MARGIN: 2576 29.11% of Total Valid Votes ) 
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FEMALE TOTAL 
0 62533 
0 0 
0 62533 
0 9181 
0 0 


14.68% of Total Electors) 


3.63% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
5712 


3136 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90 - BRAHMAGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66356 0 66356 
2. SERVICE 0 0 0 
3. TOTAL 66356 0 66356 
I. ELECTORS WHO VOTED 
1. GENERAL 30021 0 30021 
2. POSTAL 0 0 0 
3. TOTAL 30021 0 30021 
IV. VOTES 
1. POLLED 30021 45.24% of Total Electors) 
2. VALID 28862 
3. REJECTED 1159 3.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND PATRA GOPABADHU 14252 
Runner up : INC SAMANTASINGHAR PADAMACHARAN 6014 
MARGIN: 8238 28.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 91- PURI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65194 0 65194 
2. SERVICE 0 0 0 
3. TOTAL 65194 0 65194 
I. ELECTORS WHO VOTED 
1. GENERAL 25742 0 25742 
2. POSTAL 0 0 0 
3. TOTAL 25742 0 25742 
IV. VOTES 
1. POLLED 25742 39.49% of Total Electors) 
2. VALID 24635 
3. REJECTED 1107 4.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PRATHIHARI BHAGWAN 10940 
Runner up : PSP BAHINIPATI HARIHAR 9386 
MARGIN: 1554 6.31% of Total Valid Votes ) 


rptConstituencySummary - Page 91 of 140 
101 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 92 -SATYABADI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65413 0 65413 
2. SERVICE 0 0 0 
3. TOTAL 65413 0 65413 
I. ELECTORS WHO VOTED 
1. GENERAL 29039 0 29039 
2. POSTAL 0 0 0 
3. TOTAL 29039 0 29039 
IV. VOTES 
1. POLLED 29039 44.39% of Total Electors) 
2. VALID 27903 
3. REJECTED 1136 3.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: GP DEB RAJ RAJ 10145 
Runner up : INC MAHAPATRA GANGADHAR 9979 
MARGIN: 166 0.59% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 93 - PIPILI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70353 0 70353 
2. SERVICE 0 0 0 
3. TOTAL 70353 0 70353 
I. ELECTORS WHO VOTED 
1. GENERAL 19753 0 19753 
2. POSTAL 0 0 0 
3. TOTAL 19753 0 19753 
IV. VOTES 
1. POLLED 19753 28.08% of Total Electors) 
2. VALID 18661 
3. REJECTED 1092 5.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATNAIK RAMACHANDRA 7416 
Runner up : IND JENA GOPALBANDHU 5851 
MARGIN: 1565 8.39% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 94- KAKATPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67624 0 67624 
2. SERVICE 0 0 0 
3. TOTAL 67624 0 67624 
I. ELECTORS WHO VOTED 
1. GENERAL 38072 0 38072 
2. POSTAL 0 0 0 
3. TOTAL 38072 0 38072 
IV. VOTES 
1. POLLED 38072 56.30% of Total Electors) 
2. VALID 35601 
3. REJECTED 2471 6.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MOHANTY UPENDRA 17539 
Runner up : CPI SWAIN GATIKRUSHNA 12486 
MARGIN: 5053 14.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 95 - NIMAPARA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70060 0 70060 
2. SERVICE 0 0 0 
3. TOTAL 70060 0 70060 
I. ELECTORS WHO VOTED 
1. GENERAL 34350 0 34350 
2. POSTAL 0 0 0 
3. TOTAL 34350 0 34350 
IV. VOTES 
1. POLLED 34350 49.03% of Total Electors) 
2. VALID 32981 
3. REJECTED 1369 3.99% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SETHI GOBINDA 17783 
Runner up : CPI DAS BHARAT 13045 
MARGIN: 4738 14.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 96-BANKI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63253 0 63253 
2. SERVICE 0 0 0 
3. TOTAL 63253 0 63253 
I. ELECTORS WHO VOTED 
1. GENERAL 34988 0 34988 
2. POSTAL 0 0 0 
3. TOTAL 34988 0 34988 
IV. VOTES 
1. POLLED 34988 55.31% of Total Electors) 
2. VALID 32873 
3. REJECTED 2115 6.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP PRAHARAJ GOKULANANDA 13428 
Runner up : INC ROUT JOGESH CHANDRA 12977 
MARGIN: 451 1.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 97- BARAMBA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68609 0 68609 
2. SERVICE 0 0 0 
3. TOTAL 68609 0 68609 
I. ELECTORS WHO VOTED 
1. GENERAL 42638 0 42638 
2. POSTAL 0 0 0 
3. TOTAL 42638 0 42638 
IV. VOTES 
1. POLLED 42638 62.15% of Total Electors) 
2. VALID 40676 
3. REJECTED 1962 4.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAYAK BIDYADHAR 18660 
Runner up : IND PATTNAIK PRATAPCHANDRA 16375 
MARGIN: 2285 5.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 98 - ATHGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57112 0 57112 
2. SERVICE 0 0 0 
3. TOTAL 57112 0 57112 
I. ELECTORS WHO VOTED 
1. GENERAL 25559 0 25559 
2. POSTAL 0 0 0 
3. TOTAL 25559 0 25559 
IV. VOTES 
1. POLLED 25559 44.75% of Total Electors) 
2. VALID 23886 
3. REJECTED 1673 6.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND DASH ACHUTANANDA 9371 
Runner up : INC JENA DURIYODHAN 7120 
MARGIN: 2251 9.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 99 - CUTTACK CITY 


MALE 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 55111 

2. SERVICE 0 

3. TOTAL 55111 
I. ELECTORS WHO VOTED 

1. GENERAL 26449 

2. POSTAL 0 

3. TOTAL 26449 
IV. VOTES 

1. POLLED 26449 

2. VALID 25759 

3. REJECTED 690 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 
VI. DATES 
POLLING COUNTING 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE 
Winner : INC MITRA BIREN 
Runner up : IND SAHA SURAJMAL 
MARGIN  : 5696 22.11% of Total Valid Votes ) 
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FEMALE TOTAL 
0 55111 
0 0 
0 55111 
0 26449 
0 0 
0 26449 


47.99% of Total Electors) 


2.61% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


DECLARATION OF RESULT 


VOTES 
15442 


9746 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 100-CHOUDWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71420 0 71420 
2. SERVICE 0 0 0 
3. TOTAL 71420 0 71420 
I. ELECTORS WHO VOTED 
1. GENERAL 38985 0 38985 
2. POSTAL 0 0 0 
3. TOTAL 38985 0 38985 
IV. VOTES 
1. POLLED 38985 54.59% of Total Electors) 
2. VALID 37421 
3. REJECTED 1564 4.01% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATTANIK BIJOYANANDA 24523 
Runner up : IND SAHU SATRUGHNA 9342 
MARGIN: 15181 40.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 101 - CUTTACK SADAR (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 62423 0 62423 

2. SERVICE 0 0 0 

3. TOTAL 62423 0 62423 
I. ELECTORS WHO VOTED 

1. GENERAL 23561 0 23561 

2. POSTAL 0 0 0 

3. TOTAL 23561 0 23561 
IV. VOTES 

1. POLLED 23561 37.74% of Total Electors) 

2. VALID 22600 

3. REJECTED 961 4.08% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC MALLICK LAXMAN 14355 
Runner up : CPI SETHI PRAHLAD 4811 
MARGIN 9544 42.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 102 - JAGATSINGHPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71908 0 71908 
2. SERVICE 0 0 0 
3. TOTAL 71908 0 71908 
I. ELECTORS WHO VOTED 
1. GENERAL 34003 0 34003 
2. POSTAL 0 0 0 
3. TOTAL 34003 0 34003 
IV. VOTES 
1. POLLED 34003 47.29% of Total Electors) 
2. VALID 32502 
3. REJECTED 1501 4.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DEY PRIYANATH 9439 
Runner up : PSP RATH DURGA CHARAN 8850 
MARGIN: 589 1.81% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 103 - GOVINDPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69614 0 69614 
2. SERVICE 0 0 0 
3. TOTAL 69614 0 69614 
I. ELECTORS WHO VOTED 
1. GENERAL 24815 0 24815 
2. POSTAL 0 0 0 
3. TOTAL 24815 0 24815 
IV. VOTES 
1. POLLED 24815 35.65% of Total Electors) 
2. VALID 23622 
3. REJECTED 1193 4.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP MALLIK KANDURI CHARAN 12840 
Runner up : INC MALLICK NATH CHARAN 9481 
MARGIN: 3359 14.22% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 104-MAHANGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68178 0 68178 
2. SERVICE 0 0 0 
3. TOTAL 68178 0 68178 
I. ELECTORS WHO VOTED 
1. GENERAL 31264 0 31264 
2. POSTAL 0 0 0 
3. TOTAL 31264 0 31264 
IV. VOTES 
1. POLLED 31264 45.86% of Total Electors) 
2. VALID 30075 
3. REJECTED 1189 3.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATNAIK SURENDRANATH 13506 
Runner up : PSP DASA PRADIPTA KISHORE 9941 
MARGIN: 3565 11.85% of Total Valid Votes ) 


rptConstituencySummary - Page 104 of 140 
114 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 105 - SALEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68051 0 68051 
2. SERVICE 0 0 0 
3. TOTAL 68051 0 68051 
I. ELECTORS WHO VOTED 
1. GENERAL 24217 0 24217 
2. POSTAL 0 0 0 
3. TOTAL 24217 0 24217 
IV. VOTES 
1. POLLED 24217 35.59% of Total Electors) 
2. VALID 23088 
3. REJECTED 1129 4.66% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP BEHERA BAIDHAR 10484 
Runner up : INC MALLIK HAREKRUSHNA 9415 
MARGIN: 1069 4.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 106 - BALIKUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67740 0 67740 
2. SERVICE 0 0 0 
3. TOTAL 67740 0 67740 
I. ELECTORS WHO VOTED 
1. GENERAL 29488 0 29488 
2. POSTAL 0 0 0 
3. TOTAL 29488 0 29488 
IV. VOTES 
1. POLLED 29488 43.53% of Total Electors) 
2. VALID 28037 
3. REJECTED 1451 4.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DAS BIPIN BIHARI 11841 
Runner up : PSP MOHANTY BAIKUNTHANATH 9497 
MARGIN: 2344 8.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 107 -ERSAMA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69720 0 69720 
2. SERVICE 0 0 0 
3. TOTAL 69720 0 69720 
I. ELECTORS WHO VOTED 
1. GENERAL 41011 0 41011 
2. POSTAL 0 0 0 
3. TOTAL 41011 0 41011 
IV. VOTES 
1. POLLED 41011 58.82% of Total Electors) 
2. VALID 38839 
3. REJECTED 2172 5.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC RATNAMALI JEMA 20665 
Runner up : CPI CHOUDHURY LOKNATH 16957 
MARGIN: 3708 9.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 108 - TIRTOL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61377 0 61377 
2. SERVICE 0 0 0 
3. TOTAL 61377 0 61377 
I. ELECTORS WHO VOTED 
1. GENERAL 31820 0 31820 
2. POSTAL 0 0 0 
3. TOTAL 31820 0 31820 
IV. VOTES 
1. POLLED 31820 51.84% of Total Electors) 
2. VALID 30276 
3. REJECTED 1544 4.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MOHANTY PRATAP CHANDR 13766 
Runner up : PSP KHUNTIA NISAMANI 10971 
MARGIN: 2795 9.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 109 - PATKURA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58456 0 58456 
2. SERVICE 0 0 0 
3. TOTAL 58456 0 58456 
I. ELECTORS WHO VOTED 
1. GENERAL 25540 0 25540 
2. POSTAL 0 0 0 
3. TOTAL 25540 0 25540 
IV. VOTES 
1. POLLED 25540 43.69% of Total Electors) 
2. VALID 24356 
3. REJECTED 1184 4.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner — : INC MISHRA LOKANATH 14418 
Runner up : PSP SATPATHY CHAKRADHAR 8177 
MARGIN: 6241 25.62% of Total Valid Votes ) 


rptConstituencySummary - Page 109 of 140 
119 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 110 - RAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62673 0 62673 
2. SERVICE 0 0 0 
3. TOTAL 62673 0 62673 
I. ELECTORS WHO VOTED 
1. GENERAL 34994 0 34994 
2. POSTAL 0 0 0 
3. TOTAL 34994 0 34994 
IV. VOTES 
1. POLLED 34994 55.84% of Total Electors) 
2. VALID 32958 
3. REJECTED 2036 5.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND NAYAK PADMA CHARAN 14223 
Runner up : INC MANGARAJ JADUMONI 5879 
MARGIN: 8344 25.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 111 - AUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63190 0 63190 
2. SERVICE 0 0 0 
3. TOTAL 63190 0 63190 
I. ELECTORS WHO VOTED 
1. GENERAL 36407 0 36407 
2. POSTAL 0 0 0 
3. TOTAL 36407 0 36407 
IV. VOTES 
1. POLLED 36407 57.62% of Total Electors) 
2. VALID 34104 
3. REJECTED 2303 6.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BHANJA DEO RAJA SAILENDRA NARAYAN 18856 
Runner up : IND DAS PRAFULLA CHANDRA 9549 
MARGIN: 9307 27.29% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 112 - KENDRAPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 78657 0 78657 
2. SERVICE 0 0 0 
3. TOTAL 78657 0 78657 
I. ELECTORS WHO VOTED 
1. GENERAL 40378 0 40378 
2. POSTAL 0 0 0 
3. TOTAL 40378 0 40378 
IV. VOTES 
1. POLLED 40378 51.33% of Total Electors) 
2. VALID 38671 
3. REJECTED 1707 4.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP SAHU DHRUBA CHARAN 20156 
Runner up : INC NAYAK PURUSOTTAM 15940 
MARGIN: 4216 10.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 113 - PATTAMUNDEI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70471 0 70471 
2. SERVICE 0 0 0 
3. TOTAL 70471 0 70471 
I. ELECTORS WHO VOTED 
1. GENERAL 31407 0 31407 
2. POSTAL 0 0 0 
3. TOTAL 31407 0 31407 
IV. VOTES 
1. POLLED 31407 44.57% of Total Electors) 
2. VALID 29679 
3. REJECTED 1728 5.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC MALIK PRAHALLAD 15044 
Runner up : PSP MALIK TRIBRIKRAM 14635 
MARGIN: 409 1.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 114- BINJHARPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 74719 0 74719 
2. SERVICE 0 0 0 
3. TOTAL 74719 0 74719 
I. ELECTORS WHO VOTED 
1. GENERAL 38052 0 38052 
2. POSTAL 0 0 0 
3. TOTAL 38052 0 38052 
IV. VOTES 
1. POLLED 38052 50.93% of Total Electors) 
2. VALID 36404 
3. REJECTED 1648 4.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAYAK CHITTARANJAN 18540 
Runner up : PSP DAS BANKABEHARI 17405 
MARGIN: 1135 3.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 115 - BERCHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67890 0 67890 
2. SERVICE 0 0 0 
3. TOTAL 67890 0 67890 
I. ELECTORS WHO VOTED 
1. GENERAL 35464 0 35464 
2. POSTAL 0 0 0 
3. TOTAL 35464 0 35464 
IV. VOTES 
1. POLLED 35464 52.24% of Total Electors) 
2. VALID 33703 
3. REJECTED 1761 4.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC LENKA DHANANJAYA 14111 
Runner up : PSP DAS JAGANNATH 11154 
MARGIN: 2957 8.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 116 - DHARMASALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63201 0 63201 
2. SERVICE 0 0 0 
3. TOTAL 63201 0 63201 
I. ELECTORS WHO VOTED 
1. GENERAL 27378 0 27378 
2. POSTAL 0 0 0 
3. TOTAL 27378 0 27378 
IV. VOTES 
1. POLLED 27378 43.32% of Total Electors) 
2. VALID 25779 
3. REJECTED 1599 5.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DUTTA GADADHEP 12989 
Runner up : PSP MOHANTY PARMAANDA 7575 
MARGIN: 5414 21.00% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 117 -SUKINDA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54623 0 54623 
2. SERVICE 0 0 0 
3. TOTAL 54623 0 54623 
I. ELECTORS WHO VOTED 
1. GENERAL 15624 0 15624 
2. POSTAL 0 0 0 
3. TOTAL 15624 0 15624 
IV. VOTES 
1. POLLED 15624 28.60% of Total Electors) 
2. VALID 14756 
3. REJECTED 868 5.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH BAIDHAR 7617 
Runner up : GP JENA MUNISWAR 3657 
MARGIN: 3960 26.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 118 - JAJPUR WEST 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 72679 0 72679 
2. SERVICE 0 0 0 
3. TOTAL 72679 0 72679 
I. ELECTORS WHO VOTED 
1. GENERAL 28678 0 28678 
2. POSTAL 0 0 0 
3. TOTAL 28678 0 28678 
IV. VOTES 
1. POLLED 28678 39.46% of Total Electors) 
2. VALID 27484 
3. REJECTED 1194 4.16% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PATTANAYAK MADAN MOHAN 15036 
Runner up : GP PANDA BANAMALI 7210 
MARGIN: 7826 28.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 119 - JAJPUR EAST (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66297 0 66297 
2. SERVICE 0 0 0 
3. TOTAL 66297 0 66297 
I. ELECTORS WHO VOTED 
1. GENERAL 20336 0 20336 
2. POSTAL 0 0 0 
3. TOTAL 20336 0 20336 
IV. VOTES 
1. POLLED 20336 30.67% of Total Electors) 
2. VALID 19463 
3. REJECTED 873 4.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DAS SANTANU KUMAR 9956 
Runner up : GP BEHERA NITYANANDA 5379 
MARGIN: 4577 23.52% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 120 - DHAMNAGAR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : PSP 


MARGIN - : 746 
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1.86% 


MALE FEMALE TOTAL 
77716 0 77716 
0 0 0) 
77716 0 77716 
41521 0 41521 
0 0 0 
41521 0 41521 
41521 53.43% of Total Electors) 
40014 
1507 3.63% of Total Votes Polled) 
0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
JENA MURALIDHAR 19852 
NAYAK BAISHNAB 19106 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 121 - BASUDEBPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66545 0 66545 
2. SERVICE 0 0 0 
3. TOTAL 66545 0 66545 
I. ELECTORS WHO VOTED 
1. GENERAL 38000 0 38000 
2. POSTAL 0 0 0 
3. TOTAL 38000 0 38000 
IV. VOTES 
1. POLLED 38000 57.10% of Total Electors) 
2. VALID 36209 
3. REJECTED 1791 4.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC ROUTROY NILAMANI 14095 
Runner up : IND BEHERA CHANDRADHAR 11870 
MARGIN: 2225 6.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 122 - CHANDBALI (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VI. RESULT 
PARTY 
Winner INC 
Runner up : IND 
MARGIN 8382 
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MALE FEMALE TOTAL 
66268 0 66268 
0 0 0 
66268 0 66268 
30654 0 30654 
(0) 0 0 
30654 0 30654 
30654 46.26% of Total Electors) 
29333 
1321 4.31% of Total Votes Polled) 
0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 
CANDIDATE VOTES 
JENA BAIRAGI 14461 


DAS BRUNDABAN 


28.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 123 - BHADRAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60296 0 60296 
2. SERVICE 0 0 0 
3. TOTAL 60296 0 60296 
I. ELECTORS WHO VOTED 
1. GENERAL 25774 0 25774 
2. POSTAL 0 0 0 
3. TOTAL 25774 0 25774 
IV. VOTES 
1. POLLED 25774 42.75% of Total Electors) 
2. VALID 24868 
3. REJECTED 906 3.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND MOHAPATRA NITYANANDA 14091 
Runner up : INC MAHAMMED HANEEF 9908 
MARGIN: 4183 16.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 124-SORO 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64451 0 64451 
2. SERVICE 0 0 0 
3. TOTAL 64451 0 64451 
I. ELECTORS WHO VOTED 
1. GENERAL 28830 0 28830 
2. POSTAL 0 0 0 
3. TOTAL 28830 0 28830 
IV. VOTES 
1. POLLED 28830 44.73% of Total Electors) 
2. VALID 27702 
3. REJECTED 1128 3.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC PANIGRAHI KARUNAKAR 7709 
Runner up : CPI DAS GAJENDRA PRASAD 6488 
MARGIN: 1221 4.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 125 - SIMULIA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : PSP 


MARGIN - : 753 


rptConstituencySummary - Page 125 of 140 


3.36% 


MALE FEMALE TOTAL 

69997 0 69997 

0 0 0 
69997 0 69997 
23383 0 23383 

0 0 0 
23383 0 23383 
23383 33.41% of Total Electors) 
22415 

968 4.14% of Total Votes Polled) 
0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
DAS BHAGIRATHA 9228 
JENA UTSAB 8475 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 126 - NILGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
I. ELECTORS 
1. GENERAL 64348 0 64348 
2. SERVICE 0 0 0 
3. TOTAL 64348 0 64348 
IN. ELECTORS WHO VOTED 
1. GENERAL 34695 0 34695 
2. POSTAL 0 0 0 
3. TOTAL 34695 0 34695 
IV. VOTES 
1. POLLED 34695 53.92% of Total Electors) 
2. VALID 33073 
3. REJECTED 1622 4.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : GP MARDARAJ HARICHANDAN RAJA 13049 
RAJENDRACHANDRA 
Runner up : INC RAJA BALARAM 10454 
MARGIN ss: 2595 7.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 127 - BALASORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59588 0 59588 
2. SERVICE 0 0 0 
3. TOTAL 59588 0 59588 
I. ELECTORS WHO VOTED 
1. GENERAL 24323 0 24323 
2. POSTAL 0 0 0 
3. TOTAL 24323 0 24323 
IV. VOTES 
1. POLLED 24323 40.82% of Total Electors) 
2. VALID 23395 
3. REJECTED 928 3.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC DE BIJOY KRISHNA 11511 
Runner up : PSP DAS RABINDRA MOHAN 9501 
MARGIN: 2010 8.59% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 128 - BASTA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57896 0 57896 
2. SERVICE 0 0 0 
3. TOTAL 57896 0 57896 
I. ELECTORS WHO VOTED 
1. GENERAL 25114 0 25114 
2. POSTAL 0 0 0 
3. TOTAL 25114 0 25114 
IV. VOTES 
1. POLLED 25114 43.38% of Total Electors) 
2. VALID 24171 
3. REJECTED 943 3.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP BAUG MAHESWAR 11750 
Runner up : INC PRAHARAJ AKSHOY NARAYAN 10409 
MARGIN: 1341 5.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 129 - BHOGRAI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : PSP 


Runner up : INC 


MARGIN - : 6008 
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MALE FEMALE TOTAL 

58367 0 58367 
0 0 0 

58367 0 58367 

29422 0 29422 
0 0 0 

29422 0 29422 

29422 50.41% of Total Electors) 

28230 

1192 4.05% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
DAS PYARI MOHAN 16863 
DAS DURGA SANKAR 10855 


21.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 130- JALESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65952 0 65952 
2. SERVICE 0 0 0 
3. TOTAL 65952 0 65952 
I. ELECTORS WHO VOTED 
1. GENERAL 27519 0 27519 
2. POSTAL 0 0 0 
3. TOTAL 27519 0 27519 
IV. VOTES 
1. POLLED 27519 41.73% of Total Electors) 
2. VALID 26514 
3. REJECTED 1005 3.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP PAUL PRASANNA KUMAR 14054 
Runner up : INC JENA JOGES CHANDRA 11077 
MARGIN: 2977 11.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 131-KUNTA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53660 0 53660 
2. SERVICE 0 0 0 
3. TOTAL 53660 0 53660 
I. ELECTORS WHO VOTED 
1. GENERAL 19528 0 19528 
2. POSTAL 0 0 0 
3. TOTAL 19528 0 19528 
IV. VOTES 
1. POLLED 19528 36.39% of Total Electors) 
2. VALID 17885 
3. REJECTED 1643 8.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP DASH PRASANNA KUMAR 7298 
Runner up : INC KAMILA JAGANNATH 5716 
MARGIN: 1582 8.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 132 - BAISINGA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 
VII. RESULT 
PARTY 
Winner : PSP 
Runner up : INC 


MARGIN 2568 
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MALE FEMALE TOTAL 

57514 0 57514 
0 0 0 

57514 0 57514 

21004 0 21004 
0 0 0 

21004 0 21004 

21004 36.52% of Total Electors) 

19664 

1340 6.38% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
PATRA ARJUN 8405 
PATRA DURLAV 5837 


13.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 133 - UDALA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


02-02-1961 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : PSP 


MARGIN - : 2672 
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MALE FEMALE TOTAL 

69362 0 69362 
0 0 0 

69362 0 69362 

14439 0 14439 
0 0 0 

14439 0 14439 

14439 20.82% of Total Electors) 

13164 

1275 8.83% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
TUDU MAN MOHAN 6173 
MAJHI DEBI 3501 


20.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 134- KARANJIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55292 0 55292 
2. SERVICE 0 0 0 
3. TOTAL 55292 0 55292 
I. ELECTORS WHO VOTED 
1. GENERAL 16727 0 16727 
2. POSTAL 0 0 0 
3. TOTAL 16727 0 16727 
IV. VOTES 
1. POLLED 16727 30.25% of Total Electors) 
2. VALID 15098 
3. REJECTED 1629 9.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC BEHERA PRAVAKAR 4599 
Runner up : GP SHAH DEO LALL LOKENATH 3064 
MARGIN: 1535 10.17% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 135 - JASHIPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52486 0 52486 
2. SERVICE 0 0 0 
3. TOTAL 52486 0 52486 
I. ELECTORS WHO VOTED 
1. GENERAL 10726 0 10726 
2. POSTAL 0 0 0 
3. TOTAL 10726 0 10726 
IV. VOTES 
1. POLLED 10726 20.44% of Total Electors) 
2. VALID 9985 
3. REJECTED 741 6.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC TRIYA MOCHIRAM 3183 
Runner up : GP NAYAK DURGACHARAN 2612 
MARGIN: 571 5.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 136 - RAIRANGPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62289 0 62289 
2. SERVICE 0 0 0 
3. TOTAL 62289 0 62289 
I. ELECTORS WHO VOTED 
1. GENERAL 19568 0 19568 
2. POSTAL 0 0 0 
3. TOTAL 19568 0 19568 
IV. VOTES 
1. POLLED 19568 31.41% of Total Electors) 
2. VALID 17928 
3. REJECTED 1640 8.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SINGH CHANDRA MOHAN 6894 
Runner up : JP SOREN LALMOHAN 6171 
MARGIN: 723 4.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 137 - BAHALDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55141 0 55141 
2. SERVICE 0 0 0 
3. TOTAL 55141 0 55141 
I. ELECTORS WHO VOTED 
1. GENERAL 21667 0 21667 
2. POSTAL 0 0 0 
3. TOTAL 21667 0 21667 
IV. VOTES 
1. POLLED 21667 39.29% of Total Electors) 
2. VALID 19988 
3. REJECTED 1679 7.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SOREN SUNARAM 10602 
Runner up : GP MAJHEE MAHINDRA 4759 
MARGIN: 5843 29.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 138 - BANGIRIPOSI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67948 0 67948 
2. SERVICE 0 0 0 
3. TOTAL 67948 0 67948 
I. ELECTORS WHO VOTED 
1. GENERAL 14925 0 14925 
2. POSTAL 0 0 0 
3. TOTAL 14925 0 14925 
IV. VOTES 
1. POLLED 14925 21.97% of Total Electors) 
2. VALID 13936 
3. REJECTED 989 6.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC NAYAK ISWAR CHANDRA 5226 
Runner up : GP NAYAK RADHAMOHAN 4673 
MARGIN: 553 3.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 139 - BARIPADA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56956 0 56956 
2. SERVICE 0 0 0 
3. TOTAL 56956 0 56956 
I. ELECTORS WHO VOTED 
1. GENERAL 16186 0 16186 
2. POSTAL 0 0 0 
3. TOTAL 16186 0 16186 
IV. VOTES 
1. POLLED 16186 28.42% of Total Electors) 
2. VALID 14982 
3. REJECTED 1204 7.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC SAHU SANTOSH KUMAR 4397 
Runner up : PSP MAHANTA PURNA CHANDRA 3869 
MARGIN: 528 3.52% of Total Valid Votes ) 


rptConstituencySummary - Page 139 of 140 
149 


Election Commission of India, State Election, 1961 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 140 - MURUDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55776 0 55776 
2. SERVICE 0 0 0 
3. TOTAL 55776 0 55776 
I. ELECTORS WHO VOTED 
1. GENERAL 18447 0 18447 
2. POSTAL 0 0 0 
3. TOTAL 18447 0 18447 
IV. VOTES 
1. POLLED 18447 33.07% of Total Electors) 
2. VALID 17237 
3. REJECTED 1210 6.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
02-02-1961 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP SOREN SAKILA 7609 
Runner up : INC MAJHI NIRANJAN 5420 
MARGIN: 2189 12.70% of Total Valid Votes ) 


rptConstituencySummary - Page 140 of 140 
150 


Election Commission of India - State Election, 1961 to the Legislative Assembly of Orrisa 


DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 
Constituency : 1-OMERKOTE 
1. TRIPATHY SADASIVA M INC 7007 50.47% 
2. ABDUL RAHIMAN KHAN M GP 6876 49.53% 


ELECTORS : 56393 VOTERS : 15307 POLL PERCENTAGE : 27.14% VALID VOTES : 13883 


Constituency : 2. DABUGAM 
1. TRIPATHY JAGANNATH M INC 7850 56.90% 
2. SAHU KASIVISWANATH M GP 5946 43.10% 


ELECTORS : 66542 VOTERS : 15114 POLL PERCENTAGE : 22.71% VALID VOTES : 13796 


Constituency : 3-NOWRANGPUR (SC) 
1. HARIJAN MIRU M_ INC 6034 51.21% 
2. NAIK CHONDROSEKHAR DENAI M oP 5749 48.79% 


ELECTORS : 56199 VOTERS : 12717 POLL PERCENTAGE : 22.63% VALID VOTES : 11783 


Constituency : 4. JEYPORE 
1. PATNAIK RAGHUNATH M INC 6530 54.39% 
2. BAXIPATRA HARISHCHANDRA M CPI 2635 21.95% 
3. MISRA HARIHAR M GP 2327 19.38% 
4. NAYAK RAGHUNATH M IND 380 So hT% 
5. DAMBO KULODHORO M IND 134 1.12% 


ELECTORS : ELECTORS: _59127_| 127 [VOTERS : 13005 _| 13005 [POLL PERCENTAGE : _22.00%| PERCENTAGE 22.00% VALID | VALID VOTES: _ 12006] 12006 


Constituency : 5 - KOTPAD (SC) 
1. BAKRIA MAHADEBO M INC 8160 61.63% 
2. NAYAK LAICHAN M GP 3147 23.77% 
3. MIRGAN JHITURU M CPI 1304 9.85% 
4. BISSAYI GORA M IND 629 4.75% 


ELECTORS: _ 56704 _| 56704 [VOTERS : 14323 _| 14323 [POLL PERCENTAGE : _25.26%| PERCENTAGE 25.26% VALID | VALID VOTES: __13240] 13240 


Constituency : 6-MALKANGIRI (ST) 
1. NAYAK GURU MP 6230 59.13% 
2. BURUDA JAGONATH INC 4306 40.87% 


ELECTORS: 63241 _—| 63241 VOTERS : 11 [VOTERS : 11839 _| [POLL PERCENTAGE :_18.72%| PERCENTAGE 18.72% VALID | VALID VOTES: _10536| 10536 


Constituency : 7.PADWA 
1. MAHAPATRA GANESWAR M INC 3434 43.33% 
2. GOUDO LAXMAN M GP 2819 35.57% 


3. NAYAK SADASIBO IND 1672 21.10% 


ELECTORS: _ 67470 _| 67470 VOTERS : [VOTERS : 8469 _| [POLL PERCENTAGE :_12.55%| PERCENTAGE 12.55% VALID VOTES : | VALID VOTES: __7925| 


8- KORAPUT (ST) 
1. TOYAKA SANGANNA M INC 5011 53.89% 
2. PUJARI LACHMAN M_ GP 4287 46.11% 


ELECTORS : 50088 VOTERS : 10267 POLL PERCENTAGE : 20.50% VALID VOTES : 9298 


9. POTTANGI (ST) 


Constituency : 


Constituency : 
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No. CANDIDATE SEX PARTY VOTES % 
1. PANGI MUSURI SANTA M_ INC 4204 50.46% 
2. BOINA, ALLAYA M_ GP 4127 49.54% 


ELECTORS : 57005 VOTERS : 9229 POLL PERCENTAGE : 16.19% VALID VOTES : 8331 


Constituency : 10-RAYAGADA (ST) 
1. MANDANGI KAMAYYA M INC 5592 59.33% 
2. ULLAKA SYAMOGHONO M GP 3834 40.67% 


ELECTORS : 57149 VOTERS : 10209 POLL PERCENTAGE : 17.86% VALID VOTES : 9426 


Constituency : 11.GUNUPUR 
1. PATRO NARASINGO M INC 9323 52.80% 
2. SOHU NABINCHANDRO M GP 3338 18.90% 
3. PATNAIK SOMONATH M CPI 2888 16.36% 
4. GAMANGO SANYA M IND 2109 11.94% 


[ELECTORS : _ 76205 _| 76205 VOTERS : [VOTERS : 19126 _| 126 [POLL PERCENTAGE : 25.10% | PERCENTAGE 25.10% VALID | VALID VOTES: __17658| 17658 


Constituency : 12. BISSAMCUTTACK (ST) 
1. CHOWDHARY BISWANATH MP 6643 60.41% 
2. PIDIKAKA SANYASICHARNAN M_ INC 4353 39.59% 
ELECTORS : 15837 VOTERS : 12143 POLL PERCENTAGE : 16.01%] [VALID VOTES : 10996 
Constituency : 13. PARLAKIMEDI 
1. NALLA KURMANAIKULU M INC 12780 49.32% 
2. MISRA JAGANNATH M_ CPI 10463 40.38% 
3. RAJAGURU SATYANARAYANA MOP 1723 6.65% 
4, PATNAIK BROJOKISHOR M_ IND 944 3.64% 


ELECTORS: _58243_| 58243 [VOTERS : 27642 _| 27642 [POLL PERCENTAGE : _47.46%| PERCENTAGE 47.46% VALID VOTES : | VALID VOTES: __25910] 


Constituency : 


14. R. UDAIGIRI (ST) 
1. BHOYA RAMO 

2. NAIK GOPINATH 

3. DOLAI BAINA 


M 


IND 
GP 


3235 
2522 
484 


51.83% 
40.41% 
7.16% 


ELECTORS : 50544 VOTERS : 6721 POLL PERCENTAGE : 13.30% VALID VOTES : 6241 


Constituency : 


15- DIGAPAHANDI 


1. MAHAPATRA RAGHUNATH 
2. PRODHAN GOVIND 

3. MISRA LAKSHMINARAYAN 
4. MEKAPS CHANDRASEKHAR 


. 


INC 
CPI 
IND 


15237 
8749 
1417 

688 


58.40% 
33.53% 
5.43% 
2.64% 


ELECTORS : ELECTORS: _ 56940 _| [VOTERS : 27417 _| 27417 [POLL PERCENTAGE : _48.15%| PERCENTAGE 48.15% VALID VOTES : | VALID VOTES: _26091| 


Constituency : 


16- MOHANA (SC) 


1. NAIK BISWNATH 
2. NAIK MOHANTRO 


IND 


6001 
4747 


55.83% 
44.17% 


ELECTORS: _ 50461 _| 50461 [VOTERS : 11353 _| 11353 [POLL PERCENTAGE : _22.50%| PERCENTAGE 22.50% VALID | VALID VOTES: _10748| 10748 


Constituency : 17. BERHAMPUR 
NARENDRA DEO SISIRKUMAR 
PRATTY SURYANARAYANA MURTY 
PATRO RAGHUNATH 

DAS DANDAPANI 

CHIMALAPATI VAMANAMURTY 


aA FW NY 
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ZEEEEZEE 


IND 
IND 
INC 
IND 
PSP 


19810 
5729 
4334 
1112 

489 


62.00% 
17.93% 
13.56% 
3.48% 
1.53% 


No. CANDIDATE SEX PARTY VOTES % 


6. SAHOO KASINATH IND 479 1.50% 


ELECTORS: _77632_| 77632 VOTERS : 341 [VOTERS : 34179 _| [POLL PERCENTAGE : 44.03% | PERCENTAGE 44.03% VALID VOTES : 31 [VALID VOTES: _31953 


Constituency : 18. PATRAPUR (SC) 
1. JANI TRILOCHANA M INC 7428 75.59% 
2. PADHANA BUDAIA M GP 1359 13.83% 
3. BEHARA NARAHARI IND 1040 10.58% 
IELECTORS: 51405 _| 51405 VOTERS : 101 [VOTERS : 10193 _| POLL PERCENTAGE 1 IPOLL PERCENTAGE : 19.83% | 83% VALID VOTES : | VALID VOTES: _9827] 
Constituency: 19. DURA 
1. P. VENKATA JAGANATHA RAO M INC 11853 50.07% 
2. SAHU NARASIMHA M IND 10336 43.66% 
3. DAMALA KRISHNA RAO IND 1486 6.28% 


ELECTORS: _61512_| 61512 VOTERS _: [VOTERS : 26069 _| [POLL PERCENTAGE ; _42.38%| PERCENTAGE 42.38% VALID | VALID VOTES: _23675| 23675 


Constituency : 20. CHATRAPUR 
1. MAHAPATRA LAKSHMAN M CPI 8289 43.38% 
2. V. SITARAMAYYA M INC 6494 33.98% 
3. BEHERA RAGHUNATH M IND 2191 11.47% 
4. MAHAPATRA GOVINDA CHANDRA M GP 1424 7.45% 
5. SAMANTARA RADHAMOHAN M IND 712 3.73% 


ELECTORS : ELECTORS: 52495 _| [VOTERS : 20606 _| 20606 POLL PERCENTAGE [POLL PERCENTAGE : 39.25% | 25% VALID VOTES : [VALID VOTES: _19110 10 


Constituency : 21. KHALLIKOTE 
1. MARDARAJ DEO RAMCHANDRA M INC 14658 59.88% 
2. SAHU NARAYAN M IND 6355 25.96% 
3. MISRA ANATARAM M GP 3468 14.17% 


ELECTORS : 57446 VOTERS : 26437 POLL PERCENTAGE : 46.02% VALID VOTES : 24481 


Constituency : 22. HINJILI 
1. NAYAK BRUNDABAN M INC 18256 85.98% 
2. PADHI SASHIBHUSAN M IND 1996 9.40% 
3. KATAKATA SYAMBABU SUBUDHI M IND 711 3.35% 
4. PODAL HARIBANDHU M IND 270 1.27% 


ELECTORS: _58012_| 58012 [VOTERS : 22353 _| 22353 POLL PERCENTAGE : 38.53% VALID VOTES : 21233 


Constituency : 23. KODALA WEST 
1. DAS BISWANATH M INC 15409 50.20% 
2. MAHARANA BANAMALI M PSP 11688 38.08% 
3. EMARPU DASARATHI M GP 3598 11.72% 


ELECTORS : 55268 VOTERS : 33535 POLL PERCENTAGE : 60.68% VALID VOTES : 30695 


Constituency : 24. KODALA EAST 
1. PANIGARHI LINGARAJ M INC 9247 44.94% 
2. PATNAIK DIBAKAR M PSP 6955 33.80% 
3. JAGADEB GOVINDCHANDRA HARICHANDAN M GP 3890 18.91% 
4. BISOYI NATABAR M IND 484 2.35% 


[ELECTORS: _ 50085 _| 50085 [VOTERS : 22333 _| 22333 POLL PERCENTAGE 44. [POLL PERCENTAGE : 44.59% | VALID | VALID VOTES: _ 20576 20576 


Constituency : 25. BHANJANAGAR 
1. PRADHAN MAGUNICHARAN M INC 17910 68.58% 
2. MAHANTY SADANANDA M CPI 5204 19.93% 
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No. CANDIDATE SEX PARTY VOTES % 
3. PATRA BHA GIRATHI CHINAM M ~~ GP 1810 6.93% 
4. PADHY MADHUSUDAN IND 1193 4.57% 


ELECTORS : ELECTORS: 59313 _| 13 [VOTERS : 27256 _| 27256 POLL PERCENTAGE 45. [POLL PERCENTAGE : 45.95% | %o VALID | VALID VOTES: _26117 26117 


Constituency : 28. 


Constituency : 26- JAGANNATH PRASAD (SC) 
1. NAIK UDIA M INC 13800 71.31% 
2. NAIK SUMA M CPI 4042 20.89% 
3. NAIKKASI M IND 1261 6.52% 
4. NAIK HARI M IND 248 1.28% 
IELECTORS: _70570 _| 70570 [VOTERS : 20116 _| 20116 POLL PERCENTAGE : 28.51% VALID VOTES : 19351 
Constituency : 27.ASKA 
1. MISHRA LOKANATH M INC 20968 55.29% 
2. DAS HARIHAR M CPI 15792 41.64% 
3. RAO JAGANATH RAM DASANDAS IND 1164 3.07% 


SURUDA 


NAIK ARJUNA 

SWAIN GANTAYAT 

DAS TRILOCHANA 

MISRA SATYANARAYAN 
SAHU RADHAMOHAN 
MAHAPATRAA MADHUSUDAN 
GAUDO KANHU CHARANA 


SON Gy Be Gor 


ELECTORS : ELECTORS: _52549_| [VOTERS : 22781 _| 22781 


Constituency : 


29. BALLIGUDA (ST) 


1, PODRA DUBARA 
2. PODRA JADABO 
3. BEHERA SRICHANDRA 
4. MALIK MURUMUTHA 


POLL PERCENTAGE : 


a ee ee ae 
g 


43.35% 


GP 

INC 
IND 
IND 


ZEEE 


ELECTORS : ELECTORS: _ 69457 _| VOTERS : [VOTERS : 39778 _| [POLL PERCENTAGE : _57.27%| PERCENTAGE 57.27% VALID VOTES : | VALID VOTES: __37924| 


7424 34.14% 
5967 27.44% 
3246 14.93% 
3078 14.16% 
910 4.19% 
792 3.64% 
327 1.50% 


VALID VOTES : 21744 


3557 
2999 
692 
101 


48.40% 
40.81% 
9.42% 
1.37% 


ELECTORS : ELECTORS: _ 52947 _| VOTERS _: [VOTERS : 7993 _| [POLL PERCENTAGE ;_15.10%| PERCENTAGE 15.10% VALID | VALID VOTES: _7349] 7349 


Constituency : 30-GUDAYAGIRI (ST) 
1. PADHI SARANGADHAR M_ INC 4470 48.17% 
2. PODHAN SAUL M_ GP 4224 45.52% 
3. BAHERA INIKISI IND 586 6.31% 


ELECTORS : ELECTORS: _ 59208 _| VOTERS : [VOTERS : 9920 _| [POLL PERCENTAGE :_16.75%| PERCENTAGE 16.75% VALID VOTES : | VALID VOTES: __9280] 


Constituency : 31.PHULBANI 
1. PADHI HIMANUSEKHARA M INC 3959 40.21% 
2. RATHA NANDAKISHOR M GP 3708 37.66% 
3. PRADHANA CHAKRAPATI M IND 1167 11.85% 
4. BISWAL KRUPASINDHA M IND 1012 10.28% 


ELECTORS: _ 54666 _| 54666 [VOTERS : 10552 _| 10552 POLL PERCENTAGE [POLL PERCENTAGE : _19.30%| 30% VALID VOTES : | VALID VOTES: _9846| 


Constituency : 32. BOUDH (SC) 
1. DIPA ANIRUDHA M GP 7869 61.84% 
2. BEHARA BASANTA INC 4856 38.16% 


ELECTORS : ELECTORS: _79622_| [VOTERS : 13580 _| 13580 [POLL PERCENTAGE : _17.06%| PERCENTAGE 17.06% VALID | VALID VOTES: _12725| 12725 
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No. CANDIDATE SEX PARTY VOTES % 
Constituency : 33. MADANPUR RAMPUR 
1. DEO BIRAKESHARI M_ oP 11085 61.79% 
2. SINGH DEO JOGESHACHANDRA M INC 5273 29.39% 
3. JAIN JAGADISH PRASAD M_ IND 1174 6.54% 
4. AGRABALA KISHANLAL M_ IND 409 2.28% 


ELECTORS : 501 ELECTORS: _ 50190 _| VOTERS : 1 [VOTERS : 19889 _| 889 POLL PERCENTAGE ) [POLL PERCENTAGE : 39.63% | 63% VALID VOTES : 1 | VALID VOTES: _17941| 


Constituency : 34. BHAWANIPATNA (ST) 
1. MAJHI ANCHAL MP 12391 80.09% 
2. MAJHI DANARDAN INC 3081 19.91% 


ELECTORS : ELECTORS: _ 59463 _| [VOTERS : 17275 _| 17275 POLL PERCENTAGE [POLL PERCENTAGE : 29.05% | 05% VALID | VALID VOTES: __15472| 15472 


Constituency : 35. KASHIPUR 
1. DEBI NABAKUMARI F GP 6309 60.32% 
2. DEBI BINAPANI INC 4151 39.68% 
IELECTORS: 40555 __| 40555 [VOTERS : 11856 _| 11856 POLL PERCENTAGE IPOLL PERCENTAGE : _29.23%| 23% VALID | VALID VOTES: __ 10460] 10460 
Constituency : 36. KOKSARA (SC) 
1. NAIK DAYANIDHI M GP 16913 79.68% 
2. MAHANANDA SADASHIBA M INC 3342 15.74% 
3. NAIK TANAKADHAR IND 971 4.57% 
ELECTORS : Bi IELECTORS: _71099 _| [VOTERS : 24425 _| 24425 IPOLL PERCENTAGE : _34.35%| PERCENTAGE 34.35% VALID | VALID VOTES: _21226| 21226 
Constituency : 37. JUNAGARH 
1. NAIK MAHESWAR M GP 10559 70.51% 
2. BAHERA PRASANNA KUMAR M INC 3140 20.97% 
3. MAHAPATRA GANGADHAR M IND 911 6.08% 
4. SETH DWARIKA PRASAD M IND 366 2.44% 


ELECTORS: _ 42785 _| 42785 [VOTERS : 17500 _| 17500 POLL PERCENTAGE 40. [POLL PERCENTAGE : _40.90%| VALID VOTES : | VALID VOTES: _14976 


Constituency : 38- DHARAMGARH (ST) 
1. NAIK MUKUND MP 12900 81.87% 
2. MAJHI JUGESWAR M_ INC 2856 18.13% 


ELECTORS : 47142 VOTERS : 18702 POLL PERCENTAGE : 39.67% VALID VOTES : 15756 


Constituency : 39. KHARIAR 
1. DEO ANUPSINGH M INC 11595 70.84% 
2. TEWARI KAPILANARAYANA M GP 4182 25.55% 
3. PATEL JIHATRAM IND 590 3.60% 
IELECTORS: 53770 _| 53770 [VOTERS : 18120 _| 18120 IPOLL PERCENTAGE : 33.70% | PERCENTAGE 33.70% VALID | VALID VOTES: 16367] 16367 
Constituency: 40. NAWAPARA (ST) 
1. MAJHI GAHSHIRAM M IND 5798 54.61% 
2. GOND OMKARSINGH M INC 4819 45.39% 


ELECTORS : 50121 VOTERS : 12104 POLL PERCENTAGE : 24.15% VALID VOTES : 10617 


Constituency: 41. KANTABANJI 
1. DEO MAHARAJA SHRI RAJENDRA NARAYAN SINGH M GP 10266 72.69% 
2. DEBI CHANDRA KUMARI F INC 2911 20.61% 
3. RANA LAXMAN M IND 753 5.33% 
4. SWAIN HARIBANDHU M IND 193 1.37% 
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No. 


CANDIDATE 


SEX PARTY 


VOTES % 


ELECTORS : 46406 VOTERS : 16781 POLL PERCENTAGE : 36.16% VALID VOTES : 14123 


Constituency : 


42. TITILAGARH (SC) 


Constituency : 


Constituency : 


Constituency : 


Constituency : 


Constituency : 47. 


Constituency : 


Constituency : 


Constituency : 5(Q. 


1, MAHANANDA ACHYUTANAND 
2. MAHANANDA JAYARAM 
3. GANDA BHAGAT 


43. SAINTALA 


1. SAHOO AINTHU 
2. BOHIDAR DIBAKAR 


44. PATNAGARH (ST) 
1. BHOI RAMESH CHANDRA 

2. GODAVIA JAGANNATH 

3. BARIHA SOBHAKAR 


45. LOISINGHA 


1. MISRA RAM PRASAD 

2. SAI LOKESWAR 

3. MISHRA NRUSINGHA 

4. PANSARI JUGAL KISHORE 


ELECTORS: _ 60014 _| 60014 [VOTERS : 23734 _| 23734 


46- BOLANGIR (ST) 


1. SINGH CHANDRA SEKHAR 
2. KUANAR GOUTAM 


TUSRA 


1, MISRA NANDA KISHORE 
2. MISRA NITYANANDA 
3. NEHER KULAMANI 


48. BINKA 


1. NANDA ANTARAMA 
2. SUBUDHI SOMANATH 
3. RAIGURU NILAMBARA 


49. SONEPUR (SC) 
1. GANDA DAULATA 

2. NAIK KRUPASINDHU 

3. CHAMAR GOPI 


MELCHHAMUNDA 


1, PADHEE SACHIDANAND 
2. BAHIDAR PRAFULLAKUMAR 
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M_~ GP 
M_ INC 
IND 


M ~~ GP 
INC 


M~ GP 
M_ INC 
IND 


GP 

INC 
IND 
IND 


ZEEE 


POLL PERCENTAGE : 39.55% 


M~ GP 
INC 


M~ GP 
M_ INC 
IND 


M ~~ GP 
M INC 
IND 


M_ GP 
M_ INC 
IND 


156 


11399 
2705 
665 


11247 
5137 


TT A8% 
18.32% 
4.50% 


ELECTORS: _51343_| 51343 [VOTERS : 16524 _| 16524 [POLL PERCENTAGE : _32.18%| PERCENTAGE 32.18% VALID | VALID VOTES: _14769] 14769 


68.65% 
31.35% 


ELECTORS: _52868 _| 52868 VOTERS : VOTERS : 17969 _| POLL PERCENTAGE 33. [POLL PERCENTAGE : 33.99% | VALID [VALID VOTES: _ 16384] 16384 


13414 74.23% 
3216 17.80% 
1441 7.97% 


ELECTORS: _58830__| 58830 VOTERS : [VOTERS : 19992 _| [POLL PERCENTAGE : _33.98%| PERCENTAGE 33.98% VALID | VALID VOTES: __18071| 18071 


14121 64.94% 
4419 20.32% 
1912 8.79% 
1293 5.95% 


VALID VOTES : 21745 


16361 
4807 


77.29% 
22.71% 


[ELECTORS: _ 65085 _| 65085 VOTERS : [VOTERS : 22948 _| [POLL PERCENTAGE : _35.26%| PERCENTAGE 35.26% VALID | VALID VOTES: __21168 21168 


11813 63.56% 
6217 33.45% 
557 3.00% 


ELECTORS : 61 ELECTORS: _61199 _| [VOTERS : 20146 _| 20146 [POLL PERCENTAGE : _32.92%| PERCENTAGE 32.92% VALID | VALID VOTES: _18587] 18587 


6219 46.54% 
5659 42.35% 
1484 11.11% 


ELECTORS: _55532_| 55532 [VOTERS : 14376 _| 14376 POLL PERCENTAGE 25: [POLL PERCENTAGE : 25.89% | VALID [VALID VOTES: _13362| 13362 


5968 58.73% 
3396 33.42% 
798 7.85% 


5797 
3990 


[ELECTORS : _ 60625 _| 60625 VOTERS : 1 [VOTERS : 11069 _| [POLL PERCENTAGE : _18.26%| PERCENTAGE 18.26% VALID | VALID VOTES: _10162| 10162 


37.82% 
26.03% 


No. CANDIDATE SEX PARTY VOTES % 


3. PADHAN LAKNATH M IND 1467 9.57% 
4. SAHU MANA M_ IND 1283 8.37% 
5. SAHU BRAJAMOHAN M IND 1142 7.45% 
6. MISRA ANIRUDHA M IND 1090 TAL% 
7. SAHU BANAMALI M IND 560 3.65% 


ELECTORS: _66532_| 66532 [VOTERS : 16463 _| 16463 [POLL PERCENTAGE : 24.74% | PERCENTAGE 24.74% VALID | VALID VOTES: _15329] 15329 


Constituency : 51.PADAMPUR (ST) 
1. SINGH BARIHA BIR BIKRAMADITYA M INC 7707 54.93% 
2. SINGH LAL MITRODAY M GP 6323 45.07% 


ELECTORS : 53717 VOTERS : 15148 POLL PERCENTAGE : 28.20% VALID VOTES : 14030 


Constituency : 52. BARGARH 
1, PADHAN GANANATH M IND 6106 34.33% 
2. HOTA BHARATCHANDRA M INC 5134 28.87% 
3. KAR DINABANDHU M GP 3290 18.50% 
4. MISRA CHATURBHUJ M IND 1517 8.53% 
5. BHESRA DURJODHAN M IND 908 5.11% 
6. BHOSAGAR BRUSABHANU M IND 829 4.66% 


ELECTORS: _56434_| 56434 VOTERS : [VOTERS : 18973 _| POLL PERCENTAGE : 33.62% VALID VOTES : 17784 


Constituency : 53. BIJEPUR (SC) 
1. NAG MOHAN M INC 7965 43.68% 
2. MAHANAND BAHADUR M GP 5284 28.98% 
3. SETH GOPAL IND 4985 27.34% 
IELECTORS: _ 62808 _| 62808 VOTERS : [VOTERS : 19445 _ | POLL PERCENTAGE 30. IPOLL PERCENTAGE : 30.96% | VALID | VALID VOTES: 18234] 18234 
Constituency: 54.BHATLI 
1. PADHAN SARASWATI F INC 10900 See 
2. BANCHHOR NATABAR M CPI 6441 30.27% 
3. DASH SHRIBATSA M GP 1706 8.02% 
4. BAGAR DAYADHARI M IND 1400 6.58% 
5. SENAPATI MANGARAJ M PSP 832 3.91% 


ELECTORS: _ 62765 _| 62765 [VOTERS : 22648 _| 22648 [POLL PERCENTAGE : _36.08%| PERCENTAGE 36.08% VALID | VALID VOTES: __21279] 21279 


Constituency : 


55- SAMBALPUR 


1. BABU BANAMALI 

2. SUPAKAR SRADDHAKAR 
3. LATH HARISHANKAR 

4. GANDA KAET 


ELECTORS : IELECTORS: 61796 _| [VOTERS : 25374 _| 25374 


56- ATTABIRA (SC) 
1. CHHURIA DALGANJAN 

2. GHASI BHIKHARI 

3. GANDA DWITIYA 


ELECTORS : 61577 VOTERS : 12887 


57. KATARBAGA 
1. MISRA BISHNU PRASAD 

2. PANDA PURUSHOTAM 

3. PANDA GOURA CHANDRA 


Constituency : 


Constituency : 
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POLL PERCENTAGE : 


POLL PERCENTAGE : 


157 


M_ INC 
M_ GP 
M IND 
M_ IND 
41.06% 
M_ INC 
M ~~ GP 
IND 
20.93% 
M_ GP 
M_ INC 
M_ IND 


11868 


9902 
1056 
801 


5508 
5250 
1476 


6386 
5875 
1519 


50.23% 
41.91% 
4.47% 
3.39% 


VALID VOTES : 23627 


45.02% 
42.91% 
12.06% 


VALID VOTES : 12234 


39.53% 
36.37% 
9.40% 


No. CANDIDATE 


4. DAVID MUNINI 
5. DUBE KEDARNATH 


SEX PARTY 
M_ IND 
IND 


VOTES 


1229 
1146 


% 


7.61% 
7.09% 


ELECTORS : ELECTORS: _65932_| IVOTERS: 17414 _| 17414 [POLL PERCENTAGE : 26.41% | PERCENTAGE 26.41% VALID | VALID VOTES: _16155| 16155 


Constituency : 


1, 
2, 


58- DEOGARH (ST) 


THAKUR JAYADEB 
MAJHI BANESHWAR 


M_ GP 
INC 


10653 
9042 


54.09% 
45.91% 


ELECTORS: _ 67800 _| 67800 [VOTERS : 21760 _| 21760 POLL PERCENTAGE 32. [POLL PERCENTAGE : _32.09%| VALID VOTES : | VALID VOTES: _19695| 


Constituency : 


Ii, 
2. 


59. RAIRAKHOL 


DEB BHANUGANG TRIBHUBAN RAJA 
DEB HARI PRASAD 


M_ GP 
INC 


12270 
8612 


58.76% 
41.24% 


IELECTORS: 70570 _| 70570 [VOTERS : 22633 __| 22633 [POLL PERCENTAGE : 32.07% | PERCENTAGE 32.07% VALID | VALID VOTES: _20882| 20882 


Constituency : 


1 
2 
3h 
4. 


60- BRAJRAJNAGAR 


. PANDA PRASANNA KUMAR 
. PANI BOY KUMAR 


SAI RAGHUNANDAN 
PADHAN GANDHIA 


CPI 
INC 
GP 


L. 


10103 
6387 
2006 
1680 


50.07% 
31.66% 
9.94% 
8.33% 


ELECTORS: _53115_| 53115 [VOTERS : 21419 _| 21419 [POLL PERCENTAGE : _40.33%| PERCENTAGE 40.33% VALID | VALID VOTES: _20176] 20176 


Constituency : 


1 
2 
3: 
4. 


61- JHARSUGUDA (ST) 


. BARIHA BINOD BIHARI 
. NAIK MONOHAR 


TUDU HARAMITRA 
KISHAN DILESWAR 


INC 
GP 
IND 


ZEEE 


8611 
6621 
1578 
1326 


47.48% 
36.51% 
8.70% 
7.31% 


ELECTORS: _ 66608 _| 66608 VOTERS : [VOTERS : 19702 _| POLL PERCENTAGE [POLL PERCENTAGE : 29.58% | 58% VALID | VALID VOTES: __18136] 18136 


Constituency : 


Oy GR. NS 


ELECTORS : ELECTORS: _ 66799 _| VOTERS : [VOTERS : 27485 _| 


Constituency : 


1 
2 
3) 
4. 


62- SUNDERGARH 


PATEL HARIHAR 
NAIK KRUPANIDHI 
KUSUM DWAKANATH 
PATEL RAMCHARAN 
KISAN DASARU 


63- TALSARA (ST) 


. PRADHAN GANGADHAR 
. KUJUR MORIS 


ORAM DEONIS LAKRA 
MUNDA ELIAS 


GP 

INC 
IND 
PSP 


ZEEEEE 


POLL PERCENTAGE : 41.15% 


GP 
IND 
INC 


ZEEE 


14204 
7709 
1386 
1175 

560 


56.74% 
30.79% 
5.54% 
4.69% 
2.24% 


VALID VOTES : 25034 


10990 
6294 
4921 
1978 


45.45% 
26.03% 
20.35% 

8.18% 


ELECTORS : ELECTORS: 67491 _| 1 [VOTERS : 27260 _| 27260 [POLL PERCENTAGE : 40.39% | PERCENTAGE 40.39% VALID | VALID VOTES: _24183| 24183 


Constituency : 


NYA U fF WN 


64. RAJGANGPUR (ST) 


AMAT RANGABALABH 
AMAT DEBANAND 
XESS ALBUNUS 
LUGNU CHRISTODAS 
ORAM SANTIPRAKASH 
TOPPO JAMES 

TOPPO SAMUEL 
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ZSESESBEB EE 
as 


158 


6645 
6284 
2379 
2296 
1097 

959 

602 


32.80% 
31.01% 
11.74% 
11.33% 
5.41% 
4.73% 
2.97% 


No. 


ELECTORS : 54526 


Constituency : 


WY, SO QS NS 


CANDIDATE 


65- BISRA (ST) 


BHAGAT PREMCHAND 
KHARIA JUNAS 

XESS THEOPHILE 
MUNDA PRABHUSAHAYA 
MUNDA NIRMAL 


ELECTORS: _67777_| 67777 [VOTERS : 27471 _| 27471 


Constituency : 


1 
2, 
3, 


66- BONAI (ST) 
MOHAPATRA HEMENDRA PRASAD 
DANDPAT HAMANDA KUMAR SINGH 
MUNDA LUCAS 


SEX PARTY 


VOTERS : 21801 POLL PERCENTAGE : 39.98% VALID VOTES : 20262 


POLL PERCENTAGE : 


GP 
INC 
IND 
JP 
IND 


ZEEZEEEE 


40.53% 


JP 


VOTES 


6783 
6199 
4837 
4722 
2613 


% 


26.97% 
24.64% 
19.23% 
18.77% 
10.39% 


VALID VOTES : 25154 


12816 
2780 
2242 


71.85% 
15.58% 
12.57% 


[ELECTORS: __ 58707 _| 58707 VOTERS : [VOTERS : 19249 _| [POLL PERCENTAGE : 32.79% | PERCENTAGE 32.79% VALID | VALID VOTES: _17838| 17838 


Constituency : 


bh id cs a 


67. CHAMPUA (ST) 
NAIK GURU CHARAN 
NAIK BAIRIGANJAN 
NAIK BAIRAGI 
MUNDA RAGHUNATH 
NAIK LALMOHAN 
NAIK KALAKAR 


GP 

INC 
CPI 
IND 
IND 
IND 


ZEEZEEEE 


5088 
3100 
1068 
487 
214 
183 


50.18% 
30.57% 
10.53% 
4.80% 
2.11% 
1.80% 


ELECTORS : ELECTORS: _ 48494 _| [VOTERS : 11102 _| 11102 POLL PERCENTAGE 22. [POLL PERCENTAGE ; 22.89% | VALID | VALID VOTES: __10140] 10140 


Constituency : 


1 
2 
3s 
4. 


68- PATNA 


. MISHRA RAJBALABH 
. PRUSTY ANIRUDHA 


SAHOO BIRABAR 
SETHI BIRENDRA KUMAR 


ELECTORS: 56687 _| 56687 VOTERS : 16445 _| 16445 


Constituency : 


SQN Si aR NO 


69- KEONJHAR 


BHANI DEO JANARDAN 

MISRA BIMBADHAR 

ROUT BIHMASEN 

MOHAPATRA KRUSHNA CHANDRA 
DAS AMBIKA PADA 

MUNDA SADANAND 

PATNAIK BIRABHADRA 


ELECTORS: _ 46802 _| 46802 [VOTERS : 11384 _| 11384 


Constituency : 


1 
2 
3% 
4. 


70- TELKOI (ST) 


. MUNDA GOVINDA 
. GIRI BRHMANANDA 


MOHAPATRA KRUSHNA CHANDRA 
MUNDA GOPINATH 


POLL PERCENTAGE : 


POLL PERCENTAGE : 


GP 

INC 
IND 
IND 


ZEEE 


29.01% 


GP 

INC 
IND 
IND 
IND 
IND 
IND 


ZSESSBEBEE 


24.32% 


GP 

INC 
IND 
IND 


L. 


8441 
5373 
854 
586 


55.34% 
35.22% 
5.60% 
3.84% 


VALID VOTES : 15254 


4657 
3078 
915 
631 
518 
405 
328 


44.22% 
29.23% 
8.69% 
5.99% 
4.92% 
3.85% 
3.11% 


VALID VOTES : 10532 


3704 
2524 
862 
242 


50.52% 
34.42% 
11.76% 

3.30% 


ELECTORS: _41138_| 41138 [VOTERS : _8143_| 8143 POLL PERCENTAGE 1 [POLL PERCENTAGE : _19.79%| 19% VALID | VALID VOTES: _7332| 7332 


Constituency : 


1, 
2. 


71- RAMACHANDRAPUR 


KUANR MURALIDHAR 
JENA UPENDRANATH 
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159 


9200 
4848 


60.34% 
31.80% 


No. CANDIDATE SEX PARTY VOTES % 


3. TRIYA KISHORECHANDRA M IND 501 3.29% 
4. JENA DIBAKAR M _~ PSP 490 3.21% 
5. RAUT NIRAKAR IND 207 1.36% 


ELECTORS : [ELECTORS _ 55092 _| [VOTERS : 16063 _| 16063 POLL PERCENTAGE [POLL PERCENTAGE : _29.16%| 16% VALID | VALID VOTES: _15246] 15246 


Constituency : 72. ANANDPUR (SC) 


1. SETHI MAKAR M_ INC 6820 55.61% 
2. JENA DIRAKISOR M ~~ GP 3971 32.38% 
3. JENA DASRATHI PSP 1474 12.02% 


ELECTORS: _54150__| 54150 [VOTERS : 12846 _| 12846 [POLL PERCENTAGE : _23.72%| PERCENTAGE 23.72% VALID | VALID VOTES: __12265| 12265 


Constituency : 73. PAL LAHORA 


1, PRADHAN PABITRA MOHAN M INC 9570 47.55% 
2. SINGH DEO MAHINDRA BAHADUR RAJA SANKER PRATAP) M_~ GP 8278 41.13% 
3. MALIK GOBINDA M IND 1616 8.03% 
4. NAYAK DAITARI M IND 663 3.29% 


ELECTORS: _57505 _| 57505 [VOTERS : 21882 _| 21882 [POLL PERCENTAGE : 38.05% | PERCENTAGE 38.05% VALID | VALID VOTES: __20127] 20127 


Constituency : 74. TALCHER 


1. PRADHAN PABITRA MOHAN M INC 17745 60.71% 
2. DEB ROUTRAY ALHAD CHANDRA M_ GP 8360 28.60% 
3. MISRA SRINIVAS CPI 3124 10.69% 


ELECTORS : ELECTORS: _ 58369 _| [VOTERS : 31787 _| 31787 [POLL PERCENTAGE : 54.46% | PERCENTAGE 54.46% VALID VOTES : | VALID VOTES: __29229] 


Constituency : 75.K. NAGAR 


1. TRIPATHY BRUNDABAN M~ GP 11395 50.51% 
2. NAYAK DUKHABANDHU INC 11166 49.49% 


ELECTORS: _ 68645 _| 68645 VOTERS : [VOTERS : 23988 _| [POLL PERCENTAGE : 34.95% | PERCENTAGE 34.95% VALID | VALID VOTES: __22561| 22561 


Constituency : 76. DHENKANAL 


1. DEVI RATNAPROVA F GP 16583 59.69% 
2. PATTANAYAK BIJOYANANDA INC 11201 40.31% 


ELECTORS: _63872_| 63872 VOTERS : IVOTERS : 29079 _| [POLL PERCENTAGE : _45.53%| PERCENTAGE 45.53% VALID | VALID VOTES: _27784 27784 


Constituency : 77. GONDIA (ST) 


1. DEHURI KALIA M ~~ GP 10785 55.25% 
2. PRADAN BINODA M_ INC 7129 36.52% 
3. DEHURI RAJI IND 1606 8.23% 


ELECTORS: _63504_| 63504 [VOTERS : 20418 _| 20418 [POLL PERCENTAGE : _32.15%| PERCENTAGE 32.15% VALID VOTES : 1 | VALID VOTES: _19520] 


Constituency : 78. CHENDIPADA (SC) 


1. NAYAK PADA M_ INC 7806 43.61% 
2. SETHI NIMEI M~ CPI 6572 36.72% 
3. NAIK KULAMANI M_ GP 3136 17.52% 
4. NAIK ARKHIT M IND 386 2.16% 


ELECTORS : ELECTORS: _59613_| 13 VOTERS : [VOTERS : 18987 _| POLL PERCENTAGE : 31.85% VALID VOTES : 17900 


Constituency : 79. ANGUL 


1. SINGH KUMUDA CHANDRA M INC 8752 45.41% 
2. PRADHAN HRUSHIKESH M~ CPI 4941 25.64% 
3. TRIPATHY HRUDANANDA M IND 2484 12.89% 
4. PATTNAIK BALAKRUSHNA M_ GP 1863 9.67% 
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No. CANDIDATE SEX PARTY VOTES % 


5. SAHV DAITARI M_ IND 708 3.67% 
6. CHOUDHRY PRAHALAD IND 524 2.72% 


ELECTORS : ELECTORS: 61993 _| [VOTERS : 20187 _| 20187 [POLL PERCENTAGE : 32.56% | PERCENTAGE 32.56% VALID VOTES : | VALID VOTES: _19272| 


Constituency : 80.ATHMALLIK 


1, PANIGRAHY KHETRAMOHAN M ~~ GP 4951 33.75% 
2. PADHAN HARIBANDHU M_ INC 4065 27.71% 
3. MAHANTY BASUDEB M IND 1765 12.03% 
4. PRADHAN KALINDI CHARAN M_ IND 1577 10.75% 
5. PRADHAN PURANDAR M_ IND 1294 8.82% 
6. VISHNUPRASAD GANGARAM M IND 1017 6.93% 


ELECTORS: 54440 _| 54440 VOTERS : 15 [VOTERS : 15869 _| POLL PERCENTAGE [POLL PERCENTAGE : 29.15% | 15% VALID | VALID VOTES: _14669| 14669 


Constituency : 81.-BANPUR 


1. MISHRA RAGHUNATH M ~~ GP 10266 46.30% 
2. RAUTARA SATCHIDANANDA M_ INC 4862 21.93% 
3. MAHARATHI RAMACHANDRA M IND 3536 15.95% 
4. BARAL SRICHARAN M_~ CPI 3351 15.11% 
5. FANIGRAHI SUDARSAN M_ IND 157 0.71% 


ELECTORS: _56827_| 56827 VOTERS : VOTERS : 23297 _| [POLL PERCENTAGE : 41.00% | PERCENTAGE 41.00% VALID VOTES : 22172 


Constituency : §2-DASPALLA (SC) 


1. NAYAK SAHEB M_ INC 10278 71.42% 
2. NAIK SRIDHAR M~ GP 1747 12.14% 
3. NAYAK BHABAGRAHI M_ IND 772 5.36% 
4. NAYK BHRAMAR M IND 689 4.79% 
5. NAHAK ARAKHIT M_ IND 594 4.13% 
6. NAIK BASUDEV M IND 310 2.15% 


IELECTORS: _ 56146 _| 56146 VOTERS : [VOTERS : 14934 _| POLL PERCENTAGE : 26.60% VALID VOTES : 14390 
Constituency : 83. KHANDPARA 


1. SINGH MARDARAJ BHARAMARBAR RAY HARIHAR M INC 12891 65.77% 
2. MOHARANA NARASINGH M IND 3002 15.32% 
3. SAHU ANTARJAMI M IND 2879 14.69% 
4. SINGH SAMANT RAGHUNATH M_ GP 827 4.22% 


ELECTORS : 52704 VOTERS : 20332 POLL PERCENTAGE : 38.58% VALID VOTES : 19599 
Constituency : 84. NAYAGARH 


1. SINGH BRUNDABAN CHANDRA M_ INC 6022 27.57% 
2. DORA BASUDEV M~ CPI 5307 24.29% 
3. MOHANTY ACHUTANAND M_ IND 4571 20.92% 
4. PATNAIK RAJAKISHORE M_ IND 1815 8.31% 
5. RATH RAMA CHANDRA M PSP 1163 5.32% 
6. NAYAK NARAYAN M IND 1093 5.00% 
7. SAMANTARA GOPINATH M~ GP 1043 4.77% 
8. MOHAPATRA KHETRABASI M_ IND 832 3.81% 


ELECTORS : 64929 VOTERS : 22480 POLL PERCENTAGE : 34.62% VALID VOTES : 21846 
Constituency : 85.RANPUR 


1. RAM RAMACHANDRA M~ CPI 14053 48.76% 
2. RAY RAGHUNATH M_ INC 14048 48.75% 
3. DAS MADANMOHAN M ~~ GP T17 2.49% 
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Constituency : 


Constituency : 


Constituency : 


No. CANDIDATE 


86- BEGUNIA 


1, PAIKRAY GONGADHAR 
2. CHAMPATIRAY SATYANANDA 


PATNAIK BANAMALI 
PATNAIK PRANANATH 
RAUTARAY MADHABCHANDRA 
MOHANTY NANDAKISHORE 
SAHA SURENDRANATH 


uk wN 


88- BHUBANESWAR 
1. MAHANTY SATYAPRIYA 

2. DAS MOHAN 

3. PATTANAIK DURGAPRASANNA 
4. SUNDARA SURENDRA 


89- BALIPATNA (SC) 


1, BHOI GOPINATH 
2. BHOI SATYABADI 


SEX PARTY 


INC 


INC 
CPI 
IND 
IND 


ZEEEEE 


INC 
CPI 
GP 

IND 


L. 


M_ INC 
M ~~ GP 


VOTES 


16117 
15616 


17136 
8652 
1705 
1613 

729 


16547 
5548 
2874 
1821 


5712 
3136 


% 


ELECTORS : 60462 VOTERS : 30137 POLL PERCENTAGE : 49.84% VALID VOTES : 28818 


50.79% 
49.21% 


ELECTORS: _ 62318 _| 62318 [VOTERS : 33455 _| 33455 [POLL PERCENTAGE : 53.68% | PERCENTAGE 53.68% VALID | VALID VOTES: _31733| 31733 


Constituency : 87.KHURDA 


57.44% 
29.00% 
5.71% 
5.41% 
2.44% 


ELECTORS : 71 ELECTORS: _71399 _| [VOTERS : 31461 _| 31461 [POLL PERCENTAGE : 44.06% | PERCENTAGE 44.06% VALID VOTES : | VALID VOTES: __29835| 


61.77% 
20.71% 
10.73% 

6.80% 


ELECTORS: _71585 _| 71585 VOTERS : 281 [VOTERS : 28199 _| POLL PERCENTAGE 3 [POLL PERCENTAGE : 39.39% | 39% VALID VOTES : | VALID VOTES: _ 26790] 


64.56% 
35.44% 


ELECTORS : 62533 VOTERS : 9181 POLL PERCENTAGE : 14.68% VALID VOTES : 8848 


Constituency : 


90- BRAHMAGIRI 


Constituency : 


Constituency : 


PATRA GOPABADHU 


MAHAPATRA SOMANATH 
JENA UDAYANATH 
DALAI SARBESWAR 


Gy EOIN 


91. PURI 


1. PRATHIHARI BHAGWAN 
2. BAHINIPATI HARIHAR 
3. CHAUDHURY 

4. PATNAIK SUNDARMONI 
5. TRIPATHY MURARI 


92. SATYABADI 


1. DEB RAJ RAJ 

2. MAHAPATRA GANGADHAR 
3. PARIDA BISWANATH 

4. DAS BALAKRUSHNA 


SAMANTASINGHAR PADAMACHARAN 


IND 
INC 
IND 
IND 


ZEEEEE 


INC 
PSP 
GP 

IND 
IND 


ZEEEEZEE 


GP 

INC 
IND 
IND 


L. 


14252 
6014 
4008 
3648 

940 


10940 
9386 
2143 
1173 

993 


10145 
9979 
4778 
3001 


49.38% 
20.84% 
13.89% 
12.64% 

3.26% 


ELECTORS : ELECTORS: _ 66356 _| [VOTERS : 30021 _| 30021 [POLL PERCENTAGE ; 45.24% | PERCENTAGE 45.24% VALID | VALID VOTES: __28862| 28862 


44.41% 
38.10% 
8.70% 
4.76% 
4.03% 


ELECTORS : IELECTORS: _65194_| [VOTERS : 25742 _| 25742 POLL PERCENTAGE [POLL PERCENTAGE : 39.49% | 49% VALID | VALID VOTES: _24635| 24635 


36.36% 
35.76% 
17.12% 
10.76% 


ELECTORS: _65413_| 65413 VOTERS : [VOTERS : 29039 _| [POLL PERCENTAGE : 44.39% | PERCENTAGE 44.39% VALID VOTES : | VALID VOTES: __27903| 


93- PIPILI 
1. PATNAIK RAMACHANDRA M_ INC 7416 39.74% 


Constituency : 
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No. CANDIDATE SEX PARTY VOTES % 


2. JENA GOPALBANDHU M IND 5851 31.35% 
3. NAYAK LASMIDHAR M~ GP 3342 17.91% 
4. MISRA GANGADHAR IND 2052 11.00% 


ELECTORS : 70353 VOTERS : 19753 IPOLL PERCENTAGE : 28.08% | PERCENTAGE 28.08% VALID | VALID VOTES: __18661| 18661 
Constituency: 94. KAKATPUR 


1. MOHANTY UPENDRA M_ INC 17539 49.27% 
2. SWAIN GATIKRUSHNA M_~ CPI 12486 35.07% 
3. RAUTRA SARATCHANDRA MIND 1737 4.88% 
4. MAHANTY ADWAITA CHARAN M_ IND 1683 4.73% 
5. MOHANTY RAJSISHORE M_ IND 1269 3.56% 
6. MITRA RABINKUMAR M_ GP 667 1.87% 
7. BARIK BRAHMANANDA M_ IND 220 0.62% 


ELECTORS: _67624_| 67624 [VOTERS : 38072 _| 38072 [POLL PERCENTAGE : _56.30%| PERCENTAGE 56.30% VALID | VALID VOTES: __35601| 35601 


Constituency : 95. NIMAPARA (SC) 


1. SETHI GOBINDA M_ INC 17783 53.92% 
2. DAS BHARAT M_~ CPI 13045 39.55% 
3. BHOI PRAHALLAD M_ GP 2153 6.53% 


ELECTORS : 70060 VOTERS : 34350 POLL PERCENTAGE : 49.03% VALID VOTES : 32981 


Constituency : 96.BANKI 


1, PRAHARAJ GOKULANANDA M PSP 13428 40.85% 
2. ROUT JOGESH CHANDRA M INC 12977 39.48% 
3. BHRAMARBAR RAY M_~ GP 6468 19.68% 
4. AMARENDRA MAN SINGH M IND 0 0.00% 


ELECTORS: _ 63253 _| 63253 VOTERS : [VOTERS : 34988 _| [POLL PERCENTAGE : _55.31%| PERCENTAGE 55.31% VALID | VALID VOTES: _32873| 32873 


Constituency: 97. BARAMBA 


1. NAYAK BIDYADHAR M_ INC 18660 45.87% 
2. PATTNAIK PRATAPCHANDRA M IND 16375 40.26% 
3. DEVI KANAKLATA F GP 5641 13.87% 
4. RANISAHIBA F IND 0 0.00% 


ELECTORS : [ELECTORS : _ 68609 _| [VOTERS : 42638 _| 42638 [POLL PERCENTAGE : 62.15% | PERCENTAGE 62.15% VALID | VALID VOTES: __ 40676] 40676 


Constituency: 98. ATHGARH 


1. DASH ACHUTANANDA M_ IND 9371 39.23% 
2. JENA DURIYODHAN M INC 7120 29.81% 
3. PATTANIK BRAJAKISHORE M_~ CPI 4318 18.08% 
4. PATNAIK MADHUSUDAN M_ IND 1739 7.28% 
5. SWAIN CHATURBHUJA M IND 1338 5.60% 


ELECTORS: _57112_| 57112 VOTERS _: [VOTERS : 25559 _| POLL PERCENTAGE : 44.75% VALID VOTES : 23886 


Constituency : 99. CUTTACK CITY 


1. MITRA BIREN M_ INC 15442 59.95% 
2. SAHA SURAJMAL M IND 9746 37.84% 
3. MAHANTY SHIHA NARAYAN M ~~ GP 571 2.22% 


ELECTORS : 55111 VOTERS : 26449 POLL PERCENTAGE : 47.99% VALID VOTES : 25759 


Constituency : 100- CHOUDWAR 


1, PATTANIK BISJOYANANDA M INC 24523 65.53% 
2. SAHU SATRUGHNA M_ IND 9342 24.96% 
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No. CANDIDATE SEX PARTY VOTES % 


3. BEHERA AKULANANDA M _— PSP 2330 6.23% 
4. BHUYAN DIBAKAR IND 1226 3.28% 


ELECTORS: 71420 _| 71420 VOTERS : [VOTERS : 38985 _| [POLL PERCENTAGE : 54.59% | PERCENTAGE 54.59% VALID | VALID VOTES: _37421| 37421 


Constituency : 101- CUTTACK SADAR (SC) 


1, MALLICK LAXMAN M_ INC 14355 63.52% 
2. SETHI PRAHLAD M_~ CPI 4811 21.29% 
3. SETHI KRUSHNA CHANDRA M ~~ GP 3434 15.19% 


ELECTORS : 62423 VOTERS : 23561 POLL PERCENTAGE : 37.74% VALID VOTES : 22600 


Constituency : 102. JAGATSINGHPUR 


1. DEY PRIYANATH M_ INC 9439 29.04% 
2. RATH DURGA CHARAN M_~ PSP 8850 27.23% 
3. MOHAPATRA SOMNATH M_ GP 7344 22.60% 
4. KHUNTIA TRILOCHAN M_ IND 4820 14.83% 
5. PALATA SINGH DEBENDRA M IND 1364 4.20% 
6. KANUNGO HEMENDRANATH M IND 685 2.11% 


ELECTORS : vi ELECTORS: _71908 _| [VOTERS : 34003 _| 34003 POLL PERCENTAGE 47. [POLL PERCENTAGE : _47.29%| VALID | VALID VOTES: _32502| 32502 


Constituency : 103. GOVINDPUR (SC) 


1. MALLIK KANDURI CHARAN M _— PSP 12840 54.36% 
2. MALLICK NATH CHARAN M_ INC 9481 40.14% 
3. BHOI BIJAY KUMAR M ~~ GP 1301 5.51% 


ELECTORS : 69614 VOTERS _: 24815 POLL PERCENTAGE : 35.65% VALID VOTES : 23622 


Constituency : 104. MAHANGA 


1, PATNAIK SURENDRANATH M INC 13506 44.91% 
2. DASA PRADIPTA KISHORE M_~ PSP 9941 33.05% 
3. PRADHAN GOKULANAND M_~ GP 2962 9.85% 
4. JENA SATCHINDANANDA M IND 2101 6.99% 
5. SATPATHY JUGALKISHORE M IND 1250 4.16% 
6. SAMAL SANKAR M_ IND 315 1.05% 


ELECTORS: __68178 _| 68178 [VOTERS : 31264 _| 31264 [POLL PERCENTAGE : _45.86%| PERCENTAGE 45.86% VALID | VALID VOTES: __30075| 30075 


Constituency : 105. SALEPUR (SC) 


1. BEHERA BAIDHAR M _— PSP 10484 45.41% 
2. MALLIK HAREKRUSHNA M_ INC 9415 40.78% 
3. KANDI KALANDI M~ CPI 1986 8.60% 
4. SAMAL ARJUNA M 1203 5.21% 


ELECTORS: _68051_| 68051 [VOTERS : 24217 _| 24217 POLL PERCENTAGE 35:5 [POLL PERCENTAGE : 35.59% | %o VALID [VALID VOTES: _ 23088 23088 


Constituency : 106- BALIKUDA 


1. DAS BIPIN BIHARI M INC 11841 42.23% 
2. MOHANTY BAIKUNTHANATH M _— PSP 9497 33.87% 
3. BISWAL MADHUSUDAN M_~ GP 6699 23.89% 


ELECTORS : 67740 VOTERS : 29488 POLL PERCENTAGE : 43.53% VALID VOTES : 28037 


Constituency : 107- ERSAMA 


1. RATNAMALI JEMA M INC 20665 53.21% 
2. CHOUDHURY LOKNATH M_~ CPI 16957 43.66% 
3. SAHU DIJABAR M IND 1217 3.13% 
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No. CANDIDATE 


1. MOHANTY PRATAP CHANDR 
2. KHUNTIA NISAMANI 

3. PARIJI JADUMANI 

4. DAS JUDHISTIR 


ELECTORS: _61377_| 61377 [VOTERS : 31820 _| 31820 


Constituency : 109. PATKURA 


1. MISHRA LOKANATH 

2. SATPATHY CHAKRADHAR 
3. SATPATHY BISHNIMOHAN 
4. MOHANTY RAGHUNATH 


ZEEE 


POLL PERCENTAGE : 


ZEEE 


SEX PARTY 


ELECTORS : 69720 VOTERS : 41011 POLL PERCENTAGE : 58.82% VALID VOTES : 38839 


Constituency : 108. TIRTOL 


INC 
PSP 
IND 
IND 


51.84% 


INC 
PSP 
GP 

IND 


VOTES 


13766 
10971 
2941 
2598 


VALID VOTES : 


14418 
8177 
1419 

342 


% 


45.47% 
36.24% 
9.71% 
8.58% 


30276 


59.20% 
33.57% 
5.83% 
1.40% 


ELECTORS: _ 58456 _| 58456 [VOTERS : 25540 _| 25540 POLL PERCENTAGE 43. [POLL PERCENTAGE : 43.69% | VALID VOTES : 24356 


Constituency : 110. RAJNAGAR 


1. NAYAK PADMA CHARAN M_ IND 14223 43.15% 
2. MANGARAJ JADUMONI M_ INC 5879 17.84% 
3. TRIPATHY ANANTA CHARAN M_ IND 5424 16.46% 
4. MISRA BHAGBAN M IND 3210 9.74% 
5. SAMANTARAY GANGADHAR M_ IND 2073 6.29% 
6. DEI SARASWATI F IND 1021 3.10% 
7. TRIPATHY NARENDRANATH M_ PSP 568 1.72% 
8. MOHANTY SURENDRANATH M 560 1.70% 


ELECTORS: _ 62673 _| 62673 VOTERS : [VOTERS : 34994 _| [POLL PERCENTAGE : 55.84% | PERCENTAGE 55.84% VALID VOTES : | VALID VOTES: _32958| 


Constituency : 111. AUL 


1. BHANJA DEO RAJA SAILENDRA NARAYAN M_ INC 18856 55.29% 
2. DAS PRAFULLA CHANDRA M_ IND 9549 28.00% 
3. MAHAPATRA UPENDRA SAMAR SINGH M_ GP 5699 16.71% 


ELECTORS : 63190 VOTERS : 36407 POLL PERCENTAGE : 57.62% VALID VOTES : 34104 


Constituency : 112- KENDRAPARA 


1. SAHU DHRUBA CHARAN M _~ PSP 20156 52.12% 
2. NAYAK PURUSOTTAM M_ INC 15940 41.22% 
3. PANDA DURYODHAN IND 2575 6.66% 


ELECTORS: __ 78657 _| 78657 [VOTERS : 40378 _| 40378 [POLL PERCENTAGE : _51.33%| PERCENTAGE 51.33% VALID | VALID VOTES: _38671| 38671 


Constituency : 113. PATTAMUNDEI (SC) 


1. MALIK PRAHALLAD M_ INC 15044 50.69% 
2. MALIK TRIBRIKRAM PSP 14635 49.31% 


ELECTORS: _ 70471 _| 70471 [VOTERS : 31407 _| 31407 [POLL PERCENTAGE ; 44.57% | PERCENTAGE 44.57% VALID VOTES : | VALID VOTES: _ 29679] 


Constituency : 114. BINJHARPUR 


1. NAYAK CHITTARANJAN M INC 18540 50.93% 
2. DAS BANKABEHARI M _~ PSP 17405 47.81% 
3. NAYAK RADHASHYAM M_ GP 459 1.26% 


ELECTORS : T4719 VOTERS : 38052 POLL PERCENTAGE : 50.93% VALID VOTES : 36404 


Constituency : 115. BERCHANA 
1. LENKA DHANANJAYA M INC 14111 41.87% 
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No. CANDIDATE SEX PARTY VOTES % 


2. DAS JAGANNATH M _— PSP 11154 33.09% 
3. JENA DUSASAN CPI 8438 25.04% 


ELECTORS : IELECTORS: _ 67890 _| IVOTERS : 35464 _| 35464 [POLL PERCENTAGE : 52.24% | PERCENTAGE 52.24% VALID | VALID VOTES: _33703| 33703 


Constituency : 116- DTHARMASALA 


1, DUTTA GADADHEP M_ INC 12989 50.39% 
2. MOHANTY PARMAANDA M_~ PSP 7575 29.38% 
3. BAL PITAMBAR M ~~ GP 5215 20.23% 


ELECTORS : 63201 VOTERS : 27378 POLL PERCENTAGE : 43.32% VALID VOTES : 25779 


Constituency : 117- SUKINDA (SC) 


1. SINGH BAIDHAR M_ INC 7617 51.62% 
2. JENA MUNISWAR M ~~ GP 3657 24.78% 
3. JENA PITAMBAR M _— PSP 2248 15.23% 
4. SETHI DHANI M IND 1234 8.36% 


ELECTORS: _ 54623 _| 54623 [VOTERS : 15624 _| 15624 [POLL PERCENTAGE : 28.60% | PERCENTAGE 28.60% VALID | VALID VOTES: _14756] 14756 


Constituency : 118. JAJPUR WEST 


1, PATTANAYAK MADAN MOHAN M_ INC 15036 54.71% 
2. PANDA BANAMALI M~ GP 7210 26.23% 
3. MOHANTY BIPIN BIHARI M _— PSP 1731 6.30% 
4. DAS JAGANNATH M_ IND 1714 6.24% 
5. PAL PHANI M~ CPI 1071 3.90% 
6. ROY CHANDRA MONI M_ IND 528 1.92% 
7. JENA GADADHAR M_ IND 194 0.71% 


ELECTORS : ELECTORS: __ 72679 _| [VOTERS : 28678 _| 28678 POLL PERCENTAGE [POLL PERCENTAGE : _39.46%| 46% VALID | VALID VOTES: __ 27484! 27484 


Constituency : 119. JAJPUR EAST (SC) 


1. DAS SANTANU KUMAR M_ INC 9956 51.15% 
2. BEHERA NITYANANDA M_ GP 5379 27.64% 
3. JENA MANGULI CHARAN PSP 4128 21.21% 


ELECTORS : IELECTORS: 66297 _| IVOTERS : 20336 _| 20336 [POLL PERCENTAGE : 30.67% | PERCENTAGE 30.67% VALID VOTES : | VALID VOTES: _19463| 


Constituency : 120- DHAMNAGAR 


1. JENA MURALIDHAR M_ INC 19852 49.61% 
2. NAYAK BAISHNAB M _~ PSP 19106 47.75% 
3. RATH NIRAD BHUSAN IND 1056 2.64% 


ELECTORS: _77716 _| 77716 [VOTERS : 41521 _| 41521 [POLL PERCENTAGE : _53.43%| PERCENTAGE 53.43% VALID | VALID VOTES: __40014| 40014 


Constituency : 121- BASUDEBPUR 


1. ROUTROY NILAMANI M_ INC 14095 38.93% 
2. BEHERA CHANDRADHAR M IND 11870 32.78% 
3. PADHI RATIKANTA M_ IND 9470 26.15% 
4. KAR KAMALA PRASAD M_ IND 774 2.14% 


ELECTORS: _ 66545 _| 66545 [VOTERS : 38000 _| 38000 [POLL PERCENTAGE : _57.10%| PERCENTAGE 57.10% VALID | VALID VOTES: _36209| 36209 


Constituency : 122. CHANDBALI (SC) 


1, JENA BAIRAGI M_ INC 14461 49.30% 
2. DAS BRUNDABAN M IND 6079 20.72% 
3. SETHI GOLAK M~ CPI 4977 16.97% 
4. DAS GHANASHYAM M ~~ GP 3816 13.01% 


rptDetailedResults - Page 16 of 19 


166 


No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 66268 VOTERS : 30654 POLL PERCENTAGE : 46.26% VALID VOTES : 29333 


Constituency : 123. BHADRAK 


1. MOHAPATRA NITYANANDA M IND 14091 56.66% 
2. MAHAMMED HANEEF M INC 9908 39.84% 
3. SHAIK BAKSHI M_ GP 869 3.49% 


ELECTORS : 60296 VOTERS : 25774 POLL PERCENTAGE : 42.75% VALID VOTES : 24868 


Constituency : 124.SORO 


1, PANIGRAHI KARUNAKAR M_ INC 7709 27.83% 
2. DAS GAJENDRA PRASAD M~ CPI 6488 23.42% 
3. DAS MOHAPATRA JADUNATH M_ IND 6413 23.15% 
4. PRADHAN UPENDRA M_~ PSP 5491 19.82% 
5. PANDA PITAMBAR M 1601 5.78% 


GP 
ELECTORS: _ 64451 _| 64451 [VOTERS : 28830 _| 28830 POLL PERCENTAGE : 44.73% VALID VOTES : 27702 


Constituency : 125. SIMULIA (SC) 


1. DAS BHAGIRATHA M INC 9228 41.17% 
2. JENA UTSAB M _— PSP 8475 37.81% 
3. SETHI PURASTAM M ~~ GP 4712 21.02% 


ELECTORS : 69997 VOTERS : 23383 POLL PERCENTAGE : 33.41% VALID VOTES : 22415 


Constituency : 126. NILGIRI 


1. MARDARAJ HARICHANDAN RAJA RAJENDRACHANDRA M ~~ GP 13049 39.46% 
2. RAJA BALARAM M INC 10454 31.61% 
3. DAS BANAMALI CPI 9570 28.94% 


ELECTORS: _64348_| 64348 VOTERS : [VOTERS : 34695 _| POLL PERCENTAGE 53: [POLL PERCENTAGE : _53.92%| VALID | VALID VOTES: _33073| 33073 


Constituency : 127. BALASORE 


1. DE BIJOY KRISHNA M_ INC 11511 49.20% 
2. DAS RABINDRA MOHAN M _~ PSP 9501 40.61% 
3. NAIK BASUDEB M ~~ GP 1198 5.12% 
4. PANI AKSHOY M~ CPI 1185 5.07% 


ELECTORS : ELECTORS: _59588 _| 88 [VOTERS : 24323 _| 24323 [POLL PERCENTAGE ; _40.82%| PERCENTAGE 40.82% VALID VOTES : | VALID VOTES: __23395| 


Constituency : 128. BASTA 
1. BAUG MAHESWAR M PSP 11750 48.61% 
2. PRAHARAJ AKSHOY NARAYAN M INC 10409 43.06% 
3. PRAHARAJ CHOUDHURY MRUTYUNJOY NARAYAN M GP 2012 8.32% 


ELECTORS : 57896 VOTERS : 25114 POLL PERCENTAGE : 43.38% VALID VOTES : 24171 


Constituency : 129. BHOGRAI 


1. DAS PYARI MOHAN M _— PSP 16863 59.73% 
2. DAS DURGA SANKAR M_ INC 10855 38.45% 
3. CHAND JOGENDRA M_ GP 512 1.81% 


ELECTORS : 58367 VOTERS : 29422 POLL PERCENTAGE : 50.41% VALID VOTES : 28230 


Constituency : 130. JALESWAR 


1, PAUL PRASANNA KUMAR M _~ PSP 14054 53.01% 
2. JENA JOGES CHANDRA M_ INC 11077 41.78% 
3. NANDI PRIYANATH M_ GP 906 3.42% 
4. SOREN LAKSHAN M IND 477 1.80% 
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No. CANDIDATE 


ELECTORS : 65952 


SEX PARTY VOTES 


% 


VOTERS : 27519 POLL PERCENTAGE : 41.73% VALID VOTES : 26514 


Constituency : 131. KUNTA 
1. DASH PRASANNA KUMAR M PSP 7298 40.81% 
2. KAMILA JAGANNATH M INC 5716 31.96% 
3. DEBI HEMALATA F IND 2107 11.78% 
4. SAI MADHAB CHANDRA M GP 2040 11.41% 
5. SOREN SURUP CHANDRA M IND 724 4.05% 


ELECTORS : 53660 


Constituency : 132. BAISINGA (SC) 
1. PATRA ARJUN M_ PSP 8405 42.74% 
2. PATRA DURLAV M_ INC 5837 29.68% 
3. SINGH MADHAB CHANDRA M_~ GP 3663 18.63% 
4. SING SITARAM MIND 1206 6.13% 
5. SENAPATI SADANADA M_ IND 553 2.81% 
Constituency : 133. UDALA (ST) 
1, TUDU MAN MOHAN M_ INC 6173 46.89% 
2. MAJHI DEBI F PSP 3501 26.60% 
3. TIN MANIKRAM M~ CPI 2330 17.70% 
4. MAJHI SHAMA M_ IND 1160 8.81% 


ELECTORS : 69362 VOTERS _: 14439 


VOTERS : 19528 POLL PERCENTAGE : 36.39% VALID VOTES : 17885 


POLL PERCENTAGE : 20.82% VALID VOTES : 13164 


Constituency : 134. KARANJIA 
1. BEHERA PRAVAKAR M INC 4599 30.46% 
2. SHAH DEO LALL LOKENATH M GP 3064 20.29% 
3. SAHU BISWANATH M PSP 2954 19.57% 
4. MAHANTA DAITARI M IND 1931 12.79% 
5. SANDIL GHASIRAM M IND 1542 10.21% 
6. MAHANTA BHAGIRATI M IND 803 5.32% 
7. NAIK HAREKRUSHNA M IND 205 1.36% 


ELECTORS : 55292 


VOTERS : 16727 POLL PERCENTAGE : 30.25% VALID VOTES : 15098 


Constituency : 135. JASHIPUR (ST) 
1. TRIYA MOCHIRAM M INC 3183 31.88% 
2. NAYAK DURGACHARAN M GP 2612 26.16% 
3. SANKHIAL NILAMANI M IND 2140 21.43% 
4. CHATTAR BALARAM M PSP 1233 12.35% 
5. DAS GONESWAR M IND 817 8.18% 


ELECTORS : 52486 VOTERS _: 10726 POLL PERCENTAGE : 20.44% VALID VOTES : 9985 


Constituency : 136- RAIRANGPUR (ST) 


1. SINGH CHANDRA MOHAN M_ INC 6894 38.45% 
2. SOREN LALMOHAN M JP 6171 34.42% 
3. MAJHI BHADU M_ GP 4491 25.05% 
4. PURTTY LAKSHMAN SINGH M IND 372 2.07% 


ELECTORS : 62289 VOTERS : 19568 POLL PERCENTAGE : 31.41% VALID VOTES : 17928 


Constituency : 137- BAHALDA (ST) 
1. SOREN SUNARAM M INC 10602 53.04% 
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No. CANDIDATE SEX PARTY VOTES % 


2. MAJHEE MAHINDRA M_ GP 4759 23.81% 
3. TRIYA HARDEV JP 4627 23.15% 


ELECTORS: 55141 _| 55141 [VOTERS : 21667 _| 21667 POLL PERCENTAGE [POLL PERCENTAGE : 39.29% | 29% VALID VOTES : | VALID VOTES: _19988| 


Constituency : 138. BANGIRIPOSI (ST) 


1. NAYAK ISWAR CHANDRA M_ INC 5226 37.50% 
2. NAYAK RADHAMOHAN M_ GP 4673 33.53% 
3. TUDU DHYANCHANDRA M_ IND 1496 10.73% 
4. DANDAPAT BASUBED M _— PSP 1467 10.53% 
5. SOREN SRI HARISH CHANDRA M_ IND 766 5.50% 
6. MURMU MAKARDWAJ M_ IND 308 2.21% 


ELECTORS : ELECTORS: 67948 _| VOTERS : [VOTERS : 14925 _ | POLL PERCENTAGE 21. [POLL PERCENTAGE : 21.97% | VALID VOTES : | VALID VOTES: _13936] 


Constituency : 139. BARIPADA 


1, SAHU SANTOSH KUMAR M_ INC 4397 29.35% 
2. MAHANTA PURNA CHANDRA M _ PSP 3869 25.82% 
3. BHANJ DEO LAL SAHEB NALIN CHANDRA M_~ GP 3004 20.05% 
4. ABDUL MOMIN M~ CPI 1666 11.12% 
5. DAS BIBHUTI BHUSAN M_ IND 1045 6.98% 
6. MOHANTA PADMA LOCHAN M IND 1001 6.68% 


ELECTORS : ELECTORS: _ 56956 _| IVOTERS : 16186 _| 16186 [POLL PERCENTAGE : 28.42% | PERCENTAGE 28.42% VALID VOTES : | VALID VOTES: _14982| 


Constituency : 140. MURUDA (ST) 


1. SOREN SAKILA M_~ PSP 7609 44.14% 
2. MAJHI NIRANJAN M_ INC 5420 31.44% 
3. MAJHI BHARAT CHANDRA IND 4208 24.41% 


ELECTORS: _55776 _| 55776 [VOTERS : 18447 _| 18447 [POLL PERCENTAGE : _33.07%| PERCENTAGE 33.07% VALID | VALID VOTES: __17237] 17237 
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